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THE TELEGRAPHIC JOURNAL AND 


Glectrical Review, 
Vou. XIV.—No. 340. 


UNDERGROUND ELECTRICAL 
CONDUCTORS. 


LAST week we made some remarks upon the recent 


judgment delivered by Mr. Justice Stephen in the case — 


of the Wandsworth Board of Works, and on the unde- 


girability of placing wires used for electrical commu- 


nication, especially those intended for telephonic 
intercourse, underground. It would be useless to 


repeat here the scientific objections to such a course 


which we have at various times enumerated, for objec- 


tions of a scientific nature do not generally affect local . 


authorities or vestrymen, these gentlemen being, above 
all things, “ practical ” men with a supreme contempt 
for theoretical argument. Our readers are aware that 
for some time past an American committee has been 
- busily engaged in searching through a number of 
patented plans or systems for underground electrical 
communication. No less than six hundred patents 
have been examined and carefully classified, and the 


result appears to be disappointing in the extreme. In 


fact, the committee is obliged to confess that no system 
submitted or investigated fulfils all the requirements 


so satisfactorily as a properly constructed tunnel of 


sufficient size to admit the passage of workmen and 
access to the wires within it. ‘“ But,” adds the com- 
mittee, “the multiplicity of subterranean structures in 
New York might tend to operate disadvantageously, if 
not to prohibit the construction of such a tunnel, 
unless the same were arranged to accommodate 
the gas, steam and other systems as well as the electric 
wires,” 


We should imagine that the difficulties to be met 


With in the way of already existing subterranean 


structures in New York would be felt almost as 
severely in London were any attempt made to con- 
struct such a tunnel as would be necessary to contain 
. even electrical conductors alone. We need only point 
to the engineering obstacles which had to be overcome 
in the formation of our Metropolitan underground 
tailway, particularly in those sections which traverse 
parts of the City. 

Such a plan has oftentimes been proposed here, 
More especially since the introduction of electric 
lighting, but, so far, the idea has not advanced beyond 
the visionary stage. 

If it should ever become compulsory to place all 
electrical conductors in this country underground, it 
Will be seen that the mechanical difficulties in effecting 
this object, although not insuperable, will still be very 
great, and the undertaking a most arduous one. This 
task, however, will be far easier to overcome than will 
those electrical drawbacks to cotimercial telephony, 


which commence with the burying of the wires ; at all 
events it would necessitate the employment of instru- 
ments othet than those now in use. 

Probably nine out of every ten patents taken out for 
tinderground systems of electrical conductors are for 


_ some special form of gutter, tube, or conduit in which 


to place the wire, and we believe that the American 


committee found but one specification for a system of. 


conductors which was thought worthy of an extended 


description. Even this, which will be found in our 


other pages, is not considered, in the absence of any 
experiments, to be sufficiently convincing to the 
committee to report definitely upon. 

Would it not be well, pending any further law-suits . 
and legal decisions on these matters, which may again 
be upset on appeal, for the Board of Trade 
aided by proficient experts, to thoroughly investigate 
the subject with a view to arriving at an absolute 
determination ? Were this entertained and accom- 
plished in a complete manner, we should, know- 
ing already the principal facts concerning overhead 
wires, have no difficulty in — the vexed question 
in point. 


SUBMARINE CABLES. 


(Continued from page 415.) 


Mr. CROMWELL VARLEY said he could answer some 
of the questions put by Professor Tyndall. He had 
consistently recommended to the Electric and Inter- 
national Telegraph. Company the use of wires of large 
diameter, for the last twelve years, as the only means 


_ of obviating the difficulties experienced on long cir- © 


cuits in wet weather from leakage, which, with the 
earlier forms of insulator used, was very great. Since 


the introduction of submerged wires he had pointed 


out the advantage that would be gained in such 
circuits of great length by the use of copper wire 
of large sectional area. On his recommendation 


the directors of the above-named company had 


tried both of these experiments on a large scale. 
They had erected iron wires of No. 3 wire gauge 


on the Great Western, and the London and 


North-Western Railways, instead of the usual size 
(No. 8). The results were such that he had no 
doubt they would never again, for long circuits (viz., 
of over 200 miles in length), erect other than thick 
wires. They had tried thick wire under the sea in 
their new cable connecting England with Holland. 
This cable contained four conductors of No. 13 instead 
of No. 16 wire, and although, for reasons explained 
further on, the relative speed of this compared with 
that of the former size was not so great, yet there was 
avery decided gain in rapidity, together with much 
stronger and much more uniform and reliable currents. 
These wires were connected both in England and Hol- 
land with a considerable length of overground wire, 
which latter was much affected by changes of the 
weather, and the gain in unfavourable weather from 
using the larger wire, was, as predicted, very consider- 
able. He was very much surprised to find Mr. C. V. 
Walker adhering to, and supporting, views which other 
well-known electricians had put forward, viz., that in- 
creasing the sectional area of the wire did not increase 
the rapidity of the transmission of electric signals. 
The experiment, however, had lately been tried in the 
new Dutch cable, and although the relative speed was 


not exactly known because there were many difficulties 


in the way, yet the fact was established that increasing 
the sectional area had greatly increased the speed. He 
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had tried to determine the effects of induction, &c., on 
the speed of the electric wave ; not only had the induc- 
tive effect to be taken into consideration, but also the 
absorption of electricity by the surfaces of the dielec- 
tric, and these influences were ever changing by heat 
and by the charging of the wire to such an extent that 
approximate results only were obtainable, which, how- 
ever, were sufficiently near for all practical purposes. 
The absorption of electricity by the surface of the 
dielectric required time, and therefore cables of such 
length and dimensions as would only work slowly, 
suffered more from this absorption than shorter and 
quicker ones. The retardation of the wave in a cable 


was caused by the lateral induction absorbing part of 


the electricity intended to give the signal through the 
line, and until this charge approached the maximum 
the current at the distant end would be weak. If two 
cables were made, the one with an iron and the other 
with a copper conducting wire inside the gutta percha, 
all other things remaining the same, the former would 
have as much induction as the latter, because this had 
reference only to the surfaces of the dielectric. As the 
iron wire would only conduct at one quarter the speed 
of the copper, it would require, with a given electro- 
motive force, four times as long to transmit a given 
current. The electricity would require, in the case of 
the iron wire cable, four times as long to charge the 
gutta percha, by lateral induction, as the copper wire 
would, consequently such a cable would have only 
one quarter the speed of the other. Were it possible to 
compress twice as much copper into the same diameter, 
and so double the conducting power without increasing 
the inductive surfaces, the speed would be immediately 
doubled. This was not possible, and the effect could 
only be obtained by increasing the sectional area of the 
wire ; increasing this four times, doubled the interior 
surface of the gutta percha, which was the chief induc- 
tive surface, and, leaving out of consideration for a 
moment the exterior surface, the conducting power 
would be quadrupled while the induction was only 
doubled : hence there would be a gain in speed of from 
lto 2. But there was more still than this gained ; first, 
_ suppose the diameter of the small wire to be unity, 

and the thickness of the gutta percha covering also 
unity, the exterior surface of the gutta percha would 


be 3, and the combined surfaces of the gutta percha 


would be3+1=4. In the second case where the 
copper wire was doubled in diameter, and quadrupled 
in weight, there would be two for the inner surface of 
the gutta percha, and four ‘only for the outer surface, 
instead of six—collectively, six instead of eight. 
Hence, doubling the diameter more than double the 
speed. The third gain from the large wire was, that, 
_ having a higher speed, there was less time for the 

absorption of electricity, and consequently, the dis- 
turbance and retardation from this cause were less. 
Having a current of four times the power entering the 
cable, and the leakage being less in proportion to it, the 
current received at the distant end would be more than 
four times as powerful, and much more regular; the 
apparatus would be less frequently interrupted for ad- 
justment, and would, consequently, work without 
intermission for a much longer period than the smaller 
wire, Mr. Walker had alluded to the Atlantic cable, 
and stated, in proof of the sufficiency of the diameter 
of the copper wire, the fact that a single element of a 
water battery gave a current perceptible at the other 
end. He (Mr. Varley) contended that this proved 
nothing as to its ability to transmit intelligible signals. 
In an Atlantic cable we must have not only a wire 
capable of giving currents and signals, but of giving 
such currents and signals as should overcome the fric- 
tion and inertia of the apparatus used for indicating 
them ; these currents must beso powerful and constant, 
that, when the philosopher had left the cable tothe 
ordinary manipulator, the currents should not fluctuate 
so much as to interrupt the intelligibility of the com- 
munications. The current must have such force, that 
the varying friction of the apparatus should not 
materially influence the recording of signals. In the 
Atlantic experiment these difficulties were overcome to 


a great extent hy a most ingenious little instrument— 
Professor Thomson’s reflecting galvanometer. In this 
instrument the only friction was that of a single thread 
from a silk cocoon, supporting a very short magnetic 
needle, only 4 of an inch in length, which carried a 
small mirror made so light as to weigh only a grain or 
two. The mirrorreflected back through a lens a ray of 
light, and thus without,impeding its free action, or ad- 
ding to its friction, a long but imponderable arm was 


. added to the needle to magnify its motion. This little 


needle was rendered more or less nearly astatic, by 


placing a large magnet under it to neutralise the earth’s 


magnetism, and thus a nearly astatic instrument, 
sufficiently rapid in action from its small dimensions, 
sufficiently sensitive by its long imponderable arm (or 


ray of light), sufficiently free from friction by being 
suspended from a filament of silk, was obtained, and by — 


it the faint signals through the cable were rendered 


visible. These signals were watched by a clerk, and 


recorded by hand on a Bain’s printing machine. He 
(Mr. Cromwell Varley) felt that sufficient credit had 
not been given to Professor Thomson for this instru- 
ment, without which the Atlantic cable would never 
havetransmitted a single message, and the world would 


not have had this great experiment to guide them, as 
there would have been no means of ascertaining | 


whether the cable had reached the bottom of the Atlantic 
without parting. Such an instrument, however, was 
not calculated to meet the requirements of a commer- 
cial undertaking, because the reflected spot of light was 
difficult to follow with the eye for any length of time, 


and was often recorded by the manipulator incorrectly. | 


The current must have sufficient force to record itself. 
With regard to the insulating properties of gutta percha, 
when pure and free from moisture he had found it to 
rank amongst the best dielectrics, but this was not the 
condition of the gutta percha used on cables, which ap- 
peared to be porous and to contain moisture. When 
the gutta percha was sufficiently heated to free it from 
this, there was great danger of altering its character, 
and rendering it liable to become brittle and to crack. 
In the Atlantic cable, even before it had been put under 
water, the loss of current by leakage was so consider- 
able that less than one-third of the original current 
only reached the distant end. Were the loss constant 
in quantity it would not so much matter, but wherever 
the current escaped through moisture, there was polari- 
sation and ever-varying resistance atthe leaky spot. As 
an example, he would quote one of many similar cases 
that had come under his notice. In one of the London 


and Liverpool wires, there was a defect in the Kilsby © 


tunnel, caused by a filament of wood in the gutta per- 
cha, which was wet at this spot. This leak gradually 
got worse and worse, and sometimes offered a resistance 
equal to ten miles of the line composing the circuit, and 
at other times, especially after the continuous passage of 
a positive current for some length of time, it offered a 
resistance equal to more than a thousand miles of the 
circuit. The fault was situated nearly half way, roughly 
speaking 100 miles from the end, and when it offered a 
resistance of only 10 miles, ; only of the current from 


London reached Liverpool, assuming the rest of the 
line perfectly insulated, When the fault from polari- 


sation, &c., offered 1,000 miles resistance, the current 
which reached Liverpool was 42 of that which left 
London ; these fluctuations sometimes took place ina 
second of time. The formule for such a case was 


6e = rj , where e was the current received at the 
distant end, E the current leaving the original station 
(London), Z the resistance of the leak, and y the resist- 
ance of the line between the leak and the receving 
station. Now in the former case, the current was 
amply powerful enough to work the instruments, and 


‘no inconvenience would have been experienced had the 
fault remained constant, but on the contrary, it was 


always varying in force, and to such an extent that it 
was impossible to work the line through only 200 miles 
in length. . Thus it would be seen that, leaving out of 
the question induction, and its consequent diminution 
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of speed, a conductor of sufficient size must be had to 
cause these leaks to bear only a small proportion to the 
current transmitted, in order that the received signals 
might be sufficiently regular and equal in force to re- 
cord themselves with certainty and ease. Unless these 
conditions were attended to, the cable, as a commercial 
undertaking, would inevitably fail. With regard to 
the rapidity of conduction of the electric current, his 
opinion was that the current began to flow from the 
distant end zmmediately after the near end was con- 
nected to the battery. Electricity showed no signs of 
compressibility or elasticity, and was without inertia. 
Suppose, for a moment, that a cable was divided into 
several portions, each of which was without appre- 
ciable resistance, but separated from the next portion 
by a given resistance, the first portion, on coming in 
contact with the battery, would be instantly charged, 
and as instantly would begin charging the next portion, 
but to a lower degree than itself; this second portion 
as instantly charged the third portion, to, of course, a 


still lower degree ; and this the next, and so on to the © 


end. By careful reasoning on the known laws of 
electricity he had come to the conclusion that the cur- 
rent began to flow out of the distant end instantly, but 
so feebly at first that the most delicate instruments 
failed to show it. Before concluding, he would draw 
attention to the unhappily-chosen terms, “quantity ” 
and “intensity.” What in England was generally 
understood by “ quantity,” was in Germany termed 
intensity or I. What in England was termed “ in- 
tensity’ or tension, was the electromotive force; in 


other words, the I = = , Where I represented the power 
R 


of the current to decompose a given quantity of an 


electrolyte, E the electromotive force of the current, and 
R the resistances of the circuit. These terms had 


unfortunately led many into error, more especially 


the word “ intensity.” 
Mr. C. W. SIEMENS agreed with much that had been 
said in the paper. He was decidedly in favour of a 


large conductor of the very best specific conducting © 


power ; and had maintained from the first that the 
conductor of the Atlantic cable was totally inadequate. 
When he read a paper last year before this Society, he 
had expressed the laws by which the proportion of an 
electric cable should be regulated for a given length by 
asimple formula; and he thought that a mathematical 
expression properly explained was preferable to an ex- 
planation in words only, even for a popular assembly 
like the present, because it combined all the elements 
to be taken into consideration. He did not agree with 
Mr. Varley that an electric wave on entering a sub- 
merged conductor at one end presented itself, in how- 
ever slight a degree, instantaneously at the other. The 
laws of induction and conduction, as he understood 


them, were directly opposed to such an assumption ; 
and in his own experience he had certainly never 


observed any indication of it. The line expressing the 
relative amount of charge at different points of the 
electric wave in the conductor, was expressed not by a 
dynamical curve, as Mr. Varley had shown it, but by a 
straight line, terminating abruptly upon the horizontal 


line which represented the conductor. Another por- 


tion of the paper dealt with the complete metallic cir- 
cuit in submarine conductors, which it was generally 
understood had been first proposed by his (Mr. 
Siemens’s) brother. Mr. Siemens could not agree with 
the views expressed by Mr. Varley, and by several 
others who had lately written in the scientific journals 
upon this subject. Some of them seemed to lose sight 
entirely of the most essential condition, namely, that 
the two conductors were to be embedded in the same 
insulating medium. His brother had never for a 
moment assumed, as seemed to be supposed, that lateral 
induction between the two conductors constituting the 
circuit would be obviated. On the contrary,tit would 

e rather increased on account of the greater resistance 
of the metallic circuit. But it was maintained that 
the charge between the conductors and the larger sur- 
face of the sheathing would be nearly entirely obviated ; 


that the working of one metallic circuit in a multiple 
cable (which his brother had chiefly in view) would 
not disturb the electrical equilibrium of the other con- 
ductors ; that the losses by leakage would be reduced, 
enabling him to reduce also the area of the conductor, 
and thereby also the lateral induction between them, 
that the metallic circuit was not affected by magnetic | 
storms, and finally that considerable advantage could 
be obtained by the mutual acceleration of the positive 
and negative currents by Volta induction. So long as 
a single conductor could satisfy the public demand for 
messages, the advantages of a metallic return wire 
would probably not warrant the additional expense, 
but wherever several conductors became necessary, the 
advantage of working through metallic circuits would 
be very great. Mr. Varley’s illustration of surround- 
ing the one conductor by the other (in the form of a 
tube) did not meet the case, because the tubular con- 
ductor possessed the very condition which it was 
intended to avoid, namely, an extended inductive sur- - 
face both against the inner conductor and the outer 
sheathing. Mr. Siemens had only one other point to 
remark upon, and that was of an historical nature. Mr. 
Varley had stated that Mr. W. Siemens had (first. em- 
ployed gutta percha coated wires in Prussia in 1850, 
where he had observed the phenomena of induction 
also. It was, however, in 1847 when the first gutta 
percha coated line wire was laid down successfully near 
Berlin ; and he (Mr. Siemens) exhibited specimens of 
it, and explained the phenomena of charge which had 
been observed, before this Society in 1848. He might 


‘also observe that the statements which had been cir- 


culated, that the gutta percha coated wire, as first pre- 
pared in Prussia, had proved an entire failure, were 
very unfair towards his brother. These wires had been 
coated in the same manner as they were at the present 
day, although it must be admitted that the quality of the 
gutta percha employed was very inferior. These lines 
had, however, done good service for four or five years, 
when they began to fail ; some of them had, however, 
lasted much longer, and some—covered with lead— 
were actually in use to the present day. He did not 
think that a much more favourable result had since 
been obtained elsewhere. | 

Mr. LEONARD WRAY said he would make but a few 
brief remarks upon some of the points under discus- 
sion. In the first place he considered that the paper 
read by Mr. Varley was a very valuable and instructive 
one, for which all present must feel indebted to him. 
Let the ideas brought before the Society that evening 
be designated as mere conjectures, or theories, or what 
not, still he ventured to differ from Professor Tyndall’s 
opinion, that Mr. Varley should have confined them to 
his own breast until he had fully tested and proved 
them practically, inasmuch as Mr. Varley, by giving 
publicity to them before that Society had, in fact, laid 
them before the whole world of science, and the result 
would be, that instead of these ideas remaining stored 
up in his own mind alone, to be worked out solely by 
his own individual energies, there would now be many, 
very many, minds brought to bear upon them, and to 
assist in reducing them the more speedily to the test of 
practical experiment. The next point he would remark 
upon was the best diameter for the conductors of electric 
telegraph cables, a subject which was so very much 
discussed, and so very little disputed, that he would 
only present to the notice of the Society one very 
singular and significant fact bearing upon the question. 
When telegraph wires were first introduced into India, 
Sir W. O’Shaughnessy and his staff were sadly annoyed 
by the continual breakings of their wires, caused by 
very large birds alighting upon them. To remedy this 
nuisance that gentleman employed very thick, strong 
wires, which these birds could not injure; and this 
great increase in the size of the wires brought out the 
remarkable fact that no insulation whatever was neces- 
sary at the posts, around which they were simply 
wound. This deserved, he thought, to be recorded in 
such a discussion as the present. The third and last 
subject to which he (Mr. Wray) would refer, was that 
of insulation. Now, the substance almost universally 
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used as an insulating material was gutta percha ; but 
they were told, and many of them knew it as a fact, 
that gutta percha absorbed no inconsiderable quantity 
of electricity ; indeed, that it became, to a certain ex- 
tent, saturated with it. Such being the case, it must 
be evident that gutta percha was by no means a per- 
fect insulator, for he held it as an axiom, that no really 
good and perfect insulator would absorb electricity. 
The greater the quantity of electricity absorbed by the 
insulating material used, the greater would be the re- 
tardation of the current. Hitherto, then, a substance 
had been employed which was very far from perfect, 
and all calculations had been based upon its known 
insulating properties; but if they had a superior—a 
very much more perfect insulating material—would it 
not be possible to construct cables with a far less 
quantity of that material than gutta percha? He 
thought so, and he moreover believed that such an in- 
sulating material as he had spoken of would, very 
probably, be soon discovered. ne 

Mr. S. ALFRED VARLEY said he had but little to 
reply to, as no attempt had been made to refute the 
views he had brought forward. He was unable to 
follow Mr. C. V. Walker throughout, and he did not 
clearly see the direction in which his views tended. 
Mr. Walker appeared to object to the statement made, 
that there was a difference between an ordinary Leyden 
jar and a submarine circuit; yet he admitted that the 
conductor united the inner and outer coatings of a sub- 
marine wire when regarded as a Leyden arrangement, 


and that the resistance it opposed was the only thing 


which prevented the free flow from the one to the other. 
Now he (Mr. Varley) thought this was a most important 
admission, for upon it depended the reason why a large 
wire conducted more rapidly than a smaller one, and 
this was no longer a theory, but an ascertained fact. If 
there were no difference between a submarine wire and 
an ordinary Leyden jar, and if a submarine circuit had 
to be charged statically to saturation before signals 
passed, as was stated to be the case by the advocates of 
the small wire system, then it would be clear that as 
the greater the sectional area, the larger the Leyden 
arrangement would be, there would be more retarda- 
tions with larger conductors, as more electricity would 
_ be required to charge them. He maintained that, in 
practice, a submarine circuit was not charged to satura- 
tion ; the degree to which it was charged statically 
depended upon the relative balance between the con- 
ditions which favoured induction and conduction ; if 
the conditions, as had been stated in the paper, favoured 
conduction, there would be less statical charge, and a 
greater proportion of the electrical impulse would be 
directed forward, and signals would be obtained more 
quickly. He fully concurred in all the views expressed 
by Professor Tyndall, and quite agreed with him as to 
the desirableness of searching for facts with actual sub- 
marine circuits of varying dimensions ; but when these 
were not at command, he thought we should not wait 
for such favourable conditions for experimenting, but 
should endeavour to obtain the best substitute we could. 
Moreover, if it were possible to obtain all the conditions 
which submarine circuits presented in our own private 
laboratories, this would be a positive advantage, for 
the whole being under immediate command, and not 
disturbed in any way by atmospheric causes, more or 
less defective insulation, or other disturbing influences 
always occurring in practice, we should be enabled to 
trace out principles more clearly, and have fewer 
sources of error to eliminate. Mr. Siemens, when con- 
sidering the question of the complete metallic circuit 
‘versus the earth for one-half of it, objected to the fair- 
ness of the diagram in which one of the conductors 
was made into a tube. This diagram was introduced, 
as was stated in the paper, as an exaggeration, simply to 
show the fallacy of the principle; and although, as 
was stated by Mr. Siemens, the wires would not, when 
side by side, present as much surface to induction as 
an ordinary circuit, yet it must be borne in mind that 
there would be just twice the resistance of that which 
would be opposed when the earth was employed for 
one-half of the circuit, and this would more than 


graphists termed a “ perfect earth.” 


counterbalance the lessened surface exposed to in. 
duction. He agreed generally with the remarks made 
by Mr. Wray. There was no doubt that with large 
conductors imperfect insulation was less felt, but the 
result in Sir W. O’Shaughnessy’s case was probably not 
altogether due to the size of the conductor, for it must 
be remembered that the climate was very hot and dry, 
As a practical fact, he (Mr. Varley) would state that 
when in the Crimea they never obtained what tele- 


circuit between Varna and Constantinople, contact with 
the earth was made by connecting a wire to the iron 
sheathing of a piece of the cable, more than a quarter 
of a mile in length, which was buried in the earth, and 
passed through the British Embassy grounds, yet, not- 
withstanding this extensive surface, in hot weather he 
found the earth, to use a telegraphic expression, very 
far from “ perfect,” and he remedied this by carryinga 
wire out into the Bosphorus. 

The CHAIRMAN said, before proposing the usual vote 
of thanks, he would express his opinion of the result 
of the discussion that evening. They had advanced 


very little in practical knowledge since the failure of — 


last year with the Atlantic cable ; but the proper way 
of doing so was to follow the course pointed out by 
Professor Tyndall. At the same time he thought it 
was well that theories should be advanced with a view 
to set men thinking ; but the professor no doubt meant 
to pay Mr. Varley the compliment that his knowledge 
of this matter would be better applied to the practice 
than the theory of the subject. But Mr. Varley was, 
in fact, doing what had been asked of him ; and it was 
only owing to some delay in the completion of an 
elaborate instrument that he was not able to lay before 
them the results of actual experiment. The experi- 
mentum crucis was what they really wanted ; wires of 
different conducting powers tested against each other, 
and the results ascertained by the best class of instru- 
ments, and, he would add, by a variety of experimenters. 
He found that electricians still remained true to their 
colours, in the absence of positive results, one way or 
the other. His friend, Mr. Walker, still adhered to the 
small wire, whilst others appeared as the consistent 
advocates of a large wire as the best conducting 
medium. In this country such opportunities were 
presented for experiment upon a large scale, that they 
had nothing to fear from theory ; and he hoped such 
experiments would be made as would solve many of 
the points upon which so much diversity of opinion 
now prevailed. 


‘THE CROMPTON-CRABB ARC LAMP. 


WE have been favoured by Mr. Gisbert Kapp with 
sketches and a short description of the Crompton- 
Crabb patent double carbon arc lamp. The apparatus 
appears to be very simple, and its various parts have 
evidently been well studied. 

Fig. 1 shows the lamp, frame, shade, and globe. 
B, B, are rack rods, 0, O the positive carbon holders, A 
a T-shaped rod supporting the negative carbons in the 
bottom carbon-holders, 0,, 0,; M is the main solenoid; 
Gashunt solenoid ; E, S and E,, 8, are sleeves embra- 
cing and sliding on the rack rods, and they are provided 
with heels, F, F,, resting on the levers, L, L,. If these 
levers are inclined downwards they allow the wheels to 
turn freely, but if by the pull of the core of the solenoid 
the levers are pulled up into a horizontal position the 
wheels rest on the levers, and are thus braked. The 
spindle of each wheel is provided with a pinion, gear- 
ing with its rack rod, thus controlling its movements. 
One of the heels is a little longer than the other, thus 
allowing one pair of carbons to come in contact before 
the other pair, but when the first pair are consumed 
the other pair are, by their own feeding arrangement, 
automatically brought in. In other words, the simple 
expedient of making one finger longer than the other 
determines which pair of carbons shall begin to burn 
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first, because on switching on, that pair which has the 
longer finger will be the last to break contact, and will, 
therefore, originate an arc in so doing. When these 
have burned low, the rack, B, is prevented from falling 
lower by a stop; hence the arc will lengthen, the shunt 
current increase, and the other rod, B, which can still 
feed, be allowed to descend until its carbons touch, 
starting a fresh arc, when everything goes on as before. 
When the second pair of carbons have burned low the 
arc lengthens and the shunt increases as before, and 
the core is drawn down, but lower than when the first 


pair were burned out, until a stud, ©, attached to it 


makes contact with another, H, connected to the nega- 
tive pole, cutting the lamp out of circuit, and substi 
tuting an equivalent resistance. 


A x 
À 
> 
c 
| 
Fia. 1. | Fia. 2. 


Fig. 2 shows the connections of a lamp in circuit, the 
current taking the direction shown by arrows. § is a 


switch, which, if closed, puts the lamp into circuit. If 


open it shunts the current through resistance, R, R, and 
through the contacts, C, H, on to the nextlamp. If the 
current through the lamp be interrupted, either through 
opening the switch, 8, by the hanging up of the rack 
rods, or by the carbons falling out, the main solenoid, 
M, loses its power, and allows the core to drop and 
make contact between C and H. 

We understand that these lamps can be burned in 
parallel connection from a compound dynamo. If used 
in this way the shunt solenoid of each lamp is discon- 
nected from the lamp terminals, so that the feeding is 
under the control of the main only. The lamps are 
constructed for 16 hours’ burning, and the electromo- 
tive force required is about 50 volts. 


The Army Field Telegraph Corps, — The Man- 
chester, Birmingham, Edinburgh, Glasgow and Hull 
detachments of the Field Telegraph Corps, Post Office 
Rifles, were inspected in the grounds of the Charter- 
house, London, on Friday week, by Colonel Du Plat 
Taylor. The men belonging to this branch of the Post 


Office Rifles now number about 200. War Office | 


authority has been received for the enrolment of 100 
of them for service with the regular army. The 
appearance of the detachments on parade was all that 
could be desired. After the inspection those who had 
volunteered for service with the regular army were 
examined and enlisted. 


TELPHERAGE.* 


By Pror. FLEEMING JENKIN, LL.D., F.R.S. 


THE arguments which have induced the author to devote much 
time and labour to telpherage may be stated as follows :— 

We could not with steam employ a vast number of little one- 
horse engines to pull along a number of small trains or single 
waggons. There would be waste in the production of power, and 
great cost in the wages of the men employed at each engine. But 


an electric current, of, let us say, 50 horse-power, will, as it circu- 


lates through a conductor of moderate size, drive thirty small 
engines each of one horse-power, which require practically no 
supervision, and can be made nearly as economical in their action 
as a single electromotor of 30 horse-power could be. | 

But if the power can be distributed economically along a line, 
say, ten miles in length, this allows us to employ thirty small 
trains, corresponding each to a waggon pulled by one horse, 
instead of a single train such as might require 30 horse-power. 
we further distribute the weight by making each train of consider- 
able length, we are able to employ an extremely light form of 
road, such as a suspended rope or rod of, say, } in. diameter. In 
distributing the power by means of electricity, it was clear that 
considerable waste must be incurred, but the amount of that waste 
is easily calculated, and is by no means prohibitory. Moreover, 
the power, being obtained from stationary engines, or in certain 
cases from falls of water, could be produced at a cheap rate in 
comparison with that obtained from locomotives or traction 
engines. 

When I examined the various forms of possible road by which the 
distributed power and distributed load could be conveyed, it seemed 
to me thatthe single suspended rope or rod offered great advantages. 
The smallest railway involved embankments, cuttings, and bridges, 
fencing, and the purchase of land. A single stiff rail, with 
numerous supports, from which the train might hang, seemed 
better, and may, in some cases, be employed, but the supports 
would require to be numerous—say, one post every 10 or 15 feet— 
and even with these spans, the girder required to carry vehicles 
weighing 2 cwt. each, would be costly. With a single suspended 
rod or rope, we may have supports 60 or 70 feet apart. A #-inch 
rod, thus supported, will carry five vehicles, each bearing 2 cwt., 
without excessive strain. No purchase of land is necessary, no 
bridges, earthworks, or fencing. The line can be so far removed 
from the ground that it will not be meddled with, either by men 
or animals. A single wheel-path gives the minimum of friction, 
and the rolling stock can be much more easily managed than if we 
attempted to let vehicles run on double swinging ropes. On all 
those grounds it seemed well worth while to devise means by 
which trains could be electrically and automatically driven along 
the single suspended rod. (The author then described the general 
system of telpherage as applied on the experimental line at 


Weston. Of this system we gave a full description in the No. of 


the Review for December 8, 1883.) 

The original line was found inconveniently large and high, and 
the experiments were continued on a line j-inch diameter, of 
round steel rods, with 50 feet span. This line is continuous, that 
is to say, it re-enters onitself. It is 700 feet long, and we have run 
a train of more than one ton at a speed of five miles per hour on 
this line with complete success. The insulation has given no 
trouble. It need hardly be said that we see our way to great 
improvements in details. Thus, we can make the road more uni- 
form, and stronger for its weight; we can lessen the quantity of 
material used, and greatly diminish the amount of skilled labour 
required in erection. We can improve the design of the posts. 
We can improve the trucks and locomotives, so that they will go 
round sharper angles, and so forth, but the main object has been 
practically carried out. We have had trains on a scale as large as 
I am prepared to recommend, running at the highest speed I have 
contemplated. 

The system is not an electric railway destined to compete with 
steam railways in conveying goods and passengers at high speeds, 
neither is it a new form of communication destined for small 
parcels and high speeds ; it is simply a cheap means of conveying 
heavy goods which, like coal or grain, can be carried in buckets or 
sacks, each containing two or three hundred weight. The speed 
on a telpher line will be that of a cart, and the object we aim at is 
to cart goods at a cheaper rate and more conveniently than with 
horses. 

Only one of the two continuous conductors requires to be insu- 
lated ; this results in alternate insulated and uninsulated sections 
all along each line. Fig. 1 shows a saddle, as we call it, with an 
insulated attachment, B, at the one end, and an uninsulated attach- 
ment, A, at the other, as used for a short sample line which has 
just been sent to Peru for the Nitrates Railway Company, Limited. 
The line itself is a three-quarter inch steel rod with forged ends, 
and fig. 2 sufficiently shows the mode of attachment. The insu- 
lation is given by a vulcanite bell insulator, D, carrying a cast-iron 
cap,c. All the parts are designed to stand 2:2 tons strain; the 
vulcanite is secured between two layers of Siemens’s cement. The 
experiments at Weston have shown that vulcanite answers per- 
fectly, but the material is rather expensive. I have here a 
smaller porcelain insulator, which has been subjected to 2°2 tons 
strain. I believe porcelain will answer well in all respects, but it 
has not yet been subjected to the test of actual traffic day by day. 


* Abstract of paper read before the Society of Arts, May 14th. 
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At Weston the vulcanite was used between layers of Portland 
cement, the only objection to which is, that it takes some time to 
set. The simple steel rod has been found preferable in all ways 
to rope. . We find that there is less friction and less jar with the 
rod, and ample flexibility; it is also much easier to secure. 
Moreover, a solid rod with welded ends can be made so that the 
ends, where supported, are, to some extent, undercut, as is shown 


Figs. 1, 2, 3. 


in the corresponding bulb angle-iron (fig. 3) used for rigid 
parts of the road, this undercutting allows much greater freedom 
of rolling than would be compatible with the horizontal gripping 
wheels, especially when gripping wheels are used which, like those 
in the model, actually hold on to the line so as to resist being 
lifted. A short piece, £, slightly insulated, prevents the sections 
from being short-circuited by the wheels. 

Fig 4 shows the posts and crosshead supporting the line. In 
the one-inch example this design was fully carried out, and the 


A, 


B. 
“ 
= 


| 
| 


— 


posts stood the cross strain due to the overhanging load perfectly. 
In the five-eighth line an attempt was made to cheapen the con- 
struction, but the posts in wet weather work at the foundations; 
it is well that we are put on our guard against this danger. In 
the first design a sort of rocking saddle was employed, to allow 
the strain to be transmitted from one span to the next, but the 
flexibility of the posts provides amply for this object. 

Abutment posts are required at intervals, and these can be made 
use of to provide compensation for changes of temperature, and to 
limit the stress on the rods. In straight lines I reckon about four 
abutment posts per mile. 

In the short South American line, curves of 45 degress at the 
posts will be employed, as shown in the model. At the stations 
where goods are to be handled, a rigid road will be more conve- 
nient than the flexible rod. A bulb angle-iron, like that shown in 
fig. 3, supported every ten feet, answers well at Weston, and a 
siding, leading the trucks off this line, has been satisfactorily 
carried out. The siding leads back to the line at a point between 
two flexible spans. In fine, it may be said to-night that the 
problem of the continuous line, whether straight, curved, rigid, or 
flexible, has been completely solved. Drawings and specifications 
can be put, without further delay or experiment, into the hands 
of contractors. 

The trucks which have gone to South America have two pecu- 
liarities—first, each wheel 7 in. diameter (fig. 5) is pivoted on an 
axis, D, vertically over the centre of the wheels, a; this allows the 
truck to run with the freedom of a bicycle round curves; secondly, 
the weight carried is hung on a swinging arm, D, pivoted to the 
frame at a point, Pp, on a level with the line. The result is that 
any force applied in a plane containing the line acts as if applied at 
the line itself, and will neither lift the wheels in front nor behind, 
In the model, the coupling, as you see, is on one line attached to 
the top of the swinging arm, where the coupling rods are well out 


of the way. In the other line the coupling is below the road, 
The swinging arm relieves the locomotive from all jerk at stop. 


ping or starting. The truck is completed by 


a small hook, or 


Fra. 5. 


catch, embracing the rod. In case of any accident causing the 
wheels to leave the line, this hook will prevent the truck from 


falling. 


_ ELECTRO |MOTOR 


Fra. 6. 


Figs. 6 and 7 show a recent form of locomotive designed by 
Mr. A. C. Jameson, when I was personally unable to attend to 


work. This locomotive, which is called the bel 


t locomotive, shows 


Fia. 7. 


a great advance on its predecessor. The general arrangement of 


the upper nest grip is retained, but a most ingenious modification 


has been introduced by which the discs, c, ©, 


run on one path 02 
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the rollers, A, A, while the rod runs on another. In this way, the 
dirt from the line is never conveyed to the driving disc surface 
between A and c. Moreover, these frictional surfaces, which are 

ints in the first form, have become lines in the second. This 
head answers admirably. The weight is carried by a roller, 8, 
between the gripping discs, an arrangement contained in one of 
my first small models, and wrongly rejected in the first large 
locomotive. With this subdivision of weight, the gripping 
wheels are much less likely to rise, and can be made very shallow. 
In the actual locomotive, these gripping wheels are of an open 
inverted A shape, which has certainly run very well, although I 
prefer at present the upright V shape, which closes under the 
rail, as used in the model before you. Both of the gripping rollers 
drive, as in the first type. The cross shaft is driven by a belt on 
a 20-in. pulley, p ; the other end of the belt runs on a 2-in. pulley, 
z,on the motor spindle. The friction due to the pull of this belt 
on the motor spindle is relieved by friction rollers. This locomo- 
tive runs extremely safely and steadily on the line; indeed I am 
not aware that it has ever been thrown off. | 

The following are particulars of its construction :—Weights 
with 96 Ibs. one horse-power motor 269 lbs. ; wheel-base 2 ft. 6 in. ; 
diameters of driving rollers 6in.; 4°94 revolutions of motor per 
one revolution of driving wheel. A couple of 60°6-in. lbs. on 
motor is required for 1001bs. pull at rail. 276 revolutions of 
motor correspond to one mile per hour on the rail. | 

The machine requires strengthening in some places. It 
will, however, be seen that none of these points touch the 
essential features of the design, which might at once be adopted 
in practice. Worked with motors of the Gramme type, the addi- 
tional gear would not be required. ‘ 

As general features of the train running on the line, I may 
mention that the deflection of the rod within reasonable limits 
has very small influence on the resistance. When the deflection 
on a 50ft. span was about 2°4ft., the resistance for a train of 
trucks, weighing in all 1,260 lbs., was 221bs.; and no sensible 
difference could be detected when the deflection was materially 
reduced. This resistance was measured by pulling a train along, 
span after span, by one end of a rope passing over a pulley on the 
leading truck, and having a weight hanging vertically from the 
other end of the rope; the weight thus limited the pull. This 
pull differs extremely little as the train moves along, for when 
one part of the train is descending the curve the other part is 
ascending. It should be noted that during this experiment no 
special care had been taken to oil the bearings, and I have no 

oubt this pull can be materially reduced. 

Quitting generalities, I will give some details as to the elec- 


trical and other conditions necessary, in two examples, for what | 


may be considered as typical telpher lines :— 
First Line.—Length, five miles. Length of circuit, out and in, 
10 miles. Twenty-five trains running at once, spaced one-fifth of 


a mile apart ; speed, four miles per hour. Let each require one 


horse-power on the average; let the motor take on the average 
two ampéres of electric current; let the electromotive force near 
the stationary engine be 840 volts; the electromotive force at the 
end of five miles will be about 746 volts. The total current en- 
tering the line will be 50 ampéres at the near end of the line. 
Fifty ampéres and 840 volts represent 56°5 horse-power ; of this, 
65 horse-power will be wasted in heating the line; the remaining 
50 horse-power will do work in the motors equivalent to 25 horse- 
power. In order to give this current of 50 ampéres with 840 


1 
volts, the stationary engine will require to exert = x 56°5 horse- 


power, or roughly, 70 indicated horse-power, or somewhat less 
than three times the useful horse-power. Let us now examine 
the economical results to be obtained from such a line as this. 
Mr. Dowson, in an interesting comparison between the cost of 
horse-power obtained from coal and gas, reckoned the cost per 
horse power for a 100 horse-power engine, at the rate of £3 6s. 9d. 
per annum, to include wages, coal, oil, and depreciation. Mr. 
Dowson would naturally be led to put the cost of steam power 
obtained from coal rather high than low. I will, however, adopt 
à very much higher figure, and assume that the power may cost 
as much as £6 10s. per horse per annum; this gives £455 as the 
cost of the 70 horse-power required for my telpher line. 

Let the 25 trains each convey a useful load of 15cwt. In a day 
of eight hours the line will have conveyed a traffic which we may 
express as 600 ton-miles—i.e., it will be equivalent to 600 tons 
conveyed one mile, or 60 tons on each line conveyed from end to 
end daily. If we count 300 working days in the year, the sum 
of £455 gives £1 10s. 4d. per diem, and the 600th part of this is 
about 0-604 of a penny, as the cost of the power required to carry 
a on one mile. 

Great Britain we ought easily to be able to reduce this below 
à hali-penny per ton per mile, which proves that the apparent 
great waste, even of two-thirds of the power in transmission, does 
uot involve prohibitory expense. In calculating the whole cost of 
‘tansport we must further take into consideration the cost of the 


te tion. Taking the spans at 70 feet, I estimate this cost as 
OWS :— 


Line, £500 per mile .. ser... sen... 02,500 
Engine, boiler, and shed, at £20 per indicated 

horse-power ...° me 
25 trains ... us hee 2,000 


Total cost ... ... £8,000 


want of his colleague, Prof. A 


Allowing 124 per cent. for interest and depreciation, this repre- 
sents an annual cost of £1,000. Allowing £100 as the salary of 


_ anelectrician or young engineer, and adding £455 the cost of the 


power, this gives a total annual expenditure of £1,555 for a daily 
duty of 600 ton-miles. If we continue to assume the year as con- 
taining 300 working days, the total cost of conveying one ton one 
mile will be found equal to 2‘07d. If goods are to be transmitted 
for long distances the same calculation applies. We should simply 
have stations 10 miles apart, working lines 5 miles long on each 
side of them. This, then, is the practical outcome of the general 
principles stated at the beginning of this paper. We may expect 
with great confidence that it will pay investors to convey goods 
for any distance at the rate of 2d. per ton per mile by the agency 
of the suspended telpher line. 
Matters are somewhat modified when the traffic is smaller. 
Making similar calculations for a line one mile long instead of 
five, with only four trains running at once, we might employ an 
electromotive forcé as low as 100 volts; the loss by heating would 
be insignificant ; we should require about 12 horse-power; the 
work done in eight hours would be 96 ton-miles. I estimate the 
cost of installation at £1,600, and the annual cost of working 
£344, without the annual salary of an electrician. This corres- 


ponds to 2°875d., or less than 3d. per ton per mile. One very 


important feature in respect to the cost of telpher lines is the fact 

that the larger part of that cost is due to plant, such as locomo- 
tives, trains, and dynamos. This plant can be increased in pro- | 
portion to the work required; thus there is a very moderate 


. increase of cost in the rate per ton per mile for a small traffic as 


compared with a large one, and, on the other hand, a line laid 
down for a small traffic will accommodate a much larger traffic 
with no fresh outlay on the line itself. 

While I do not believe that the suspended telpher lines will 
ever compete successfully with railways where the traffic is suffi- 
cient to pay a dividend on a large capital, I do believe that telpher 


_lines will find a very extended use as feeders to railways in old 


countries, and as the cheapest mode of transport in new countries. 


_ In presenting this view to you, I rest my argument mainly on the 


cost of different modes of transport, which may, I believe, be 
stated approximately as follows :—Railway, 1d. per ton per mile ; 


_. cartage, 1s. per ton per mile; telpher lines, 2d. per ton per mile; 
_ and let it be remembered that, in taking the cost of cartage at Is. 


per mile, the first cost and maintenance of the road is left wholly 
out of account; whereas in my calculations for the telpher line 


allowance has been made both for establishment and maintenance. 


DISCUSSION. 


Prof. Perry said he never remembered feeling so much the 
yrton, who was unfortunately 
engaged elsewhere. At a very early period in the history of this 
invention, Prof. Jenkin did his colleague and himself the honour 


_ to associate their names with his own, but their contributions, 


perhaps because they had in view the future much more than the 
present, were as nothing, compared to what had been done by 
Prof. Jenkin. He never seemed to be floored when a difficulty 
presented itself, but after a month or two, when everybody had 
fancied the difficulty was insuperable, he showed how he ‘had 
overcome it. He could only say, therefore, that the success which 
had been achieved in the special form of telpherage exhibited 
there that evening was almost entirely due to Prof. Jenkin’s 
efforts. 

Mr. ALEXANDER SIEMENS thought that in working out the cost 
Prof. Jenkin had been in one direction too low and in another 
perhaps too high. He did not think steam power could be 
obtained at the rate of £6 per horse-power per annum, but would 
cost nearer £10 or £12. On the other hand, these lines would be 
most generally useful, perhaps, in mountainous countries, were 
water power would be available at much less cost. 

Mr. A. RECKENZAUN said Prof. Jenkin had given a most elabo- 
rate account of the beautiful working of his telpher line, and he 
felt certain there was a great future for this method of transport- 
ing goods. In many cases, especially in mountainous countries, it 
would be exceedingly economical, and would be available where a 
railway would be quite out of the question, from the necessity of 
making expensive tunnels. | 

Mr. T. R. Crampton thought every one must have been much 
pleased with the explanation which had been given, and that most 
persons would share his feeling of astonishment at the results 
which had been attained by such simple means. There was no 
part of the apparatus in which wear and tear might not be reduced 
tothe minimum. The grip could not be expected to last for ever, 
but it was most simple in construction, and, with the materials at 
command, could be made to last the maximum time. He thought 
Mr. Siemens was right in his statement of the probable cost of 
steam power, in the majority of cases, though no doubt £6 might 
be correct, if a large amount of power were required, and every — 
modern improvement were brought to bear. The cost of 2d. or 
3d. per mile was really nothing for the purposes to which this 
mode of transit was proposed to be applied. In many cases such 
a cost would be considered heavy, but in others, such as this 
would be applied to, people would gladly pay 6d. 

Prof. GzorcE Forbes remarked that Prof. Jenkin had evidently 


- not brought forward this invention until he had got it into 


thorough working order, and he was surprised at the complete 
success that he had attained so soon. He should like to ask, 
however, whether he had succeeded in running several trains on 
the same line. Prof. Jenkin had told them that any number of 
trains might be run simultaneously, in the same way that any 
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number of lamps could be switched on to a circuit for electric 
lighting. But the analogy was not quite exact, because in the 
case of trains the length of the leads would vary, while in the case 
of incandescent lamps it was constant. One would expect that 
the electromotive force would fall off so much between the near 
train and the distant one, that the near one would overtake the 
other, and that even an attempt to equalise the resistance of the 
circuit through each train by a return wire would not be com- 
pletely satisfactory ; and that even with such a device there 
would still be such a difference of electromotive force as would 


tend to make one train pick up the other. He should be glad to 


know, therefore, if several trains had been run on one line. This 
had been done on an electric railway, where the same difficulty 
occurred, the only case which had come under his observation 
being the one at Vienna, but there the conductors of each car had 
the power of interposing resistances, so as to diminish the power 
if required. It would be very interesting to know if the same 
thing could be accomplished automatically. 

Mr. WALTER Hancock said he had not quite gathered what was 
the speed which could be obtained on this line, but he thought he 
understood Professor Jenkin to say that he had attained a speed 
higher than he considered it desirable to employ. 

Prof. JENKIN, in reply, said he had invited Professors Ayrton 
and Perry to assist him because they had already contemplated 
working electric railways automatically, and, therefore, the funda- 
mental idea of telpherage was already familiar to them: and 
knowing their great abilities he anticipated that they could give 
him valuable aid. It had so happened, from various circum- 
stances, that the working out of this particular form of idea had 
fallen more especially to his lot, but he had little doubt that, in a 
short time, those gentlemen would come forward with something 
quite as interesting as what he had now explained. This being 
his own particular idea, he had chiefly worked it out, and pro- 
bably that was the way in which the best work would be done. 
With reference to Professor Forbes’s question he might say that 


. there were a whole set of problems connected with the running of 


several. trains together, which required special attention. Up to 
the present he had only run two trains, one each way, and there 
the special difficulty to which he had alluded did not arise, 
though another did, viz., that if one train ran away, it tended to 
send all the current through the other, and you had to provide for 
a certain balancing between the two. It was impossible to go 
into all the questions of electric arrangements at that moment, 
besides which he had determined to limit himself to a description 
of what had actually been accomplished. He might, however, 


say this much. They had to provide for what might be called the 


ont ston | of the train. Trains must sometimes be run 
down hill, sometimes up hill, and sometimes on the level; and 


‘they did not all take the same amount of power. Each must take 


just the amount it required, and the electromotive force along the 
line tending to drive the train must at every point be considerably 
above that which the train would require at the maximum. 
With a fall from 840 to 746, it would be easy to realise these con- 
dition; but they were really much more complex than Mr. 
Forbes had assumed, necessitating such an arrangement of the 
electric governing that each train, while running at the same 
speed, should take just the amount of power required. At some 
future time he would explain that, but he preferred waiting until 
it had actually been’ done. Meanwhile, to prevent anyone 
supposing that he had set himself an impossible problem, he 
would say that he saw his way to doing it without ever inter- 
rupting the current, except between the rod and the wheels, 
where experience already showed that the interruption was harm- 
less, the great difficulty in all these electrical manipulations was, 
that these powerful currents, which conveyed 1, 2, 20, or 40 horse- 
power, could not be broken and made without danger of arcing 
and sparking, and all sorts of difficulties which must be met. The 
governing which he had described, by means of which just the 


_ requisite amount of power should be taken off, existed at the 


present moment on paper to his own satisfaction, but he preferred 
not to describe it until it had been tested. The same thing might 
be said as to the breaking and blocking of trains without inter- 
rupting the current, or having a single spark from end to end 
anywhere except the sparks between the rolling wheels and the 
line, and there they knew the maximum effect, which had not 
created any difficulty. With regard to speed, he might say that 
speed had nothing to do with the power or application of elec- 
tricity. If a sufficient sum of money was placed at his disposal, 
he would design trains which should run at a speed of 150 miles 
an hour ; it was entirely a question of cost. Such rapid travel- 


ling would cost a great deal, because you must have a rigid road, . 


with very large curves. Where you had a flexible line, in which 
there were considerable dips, if the trains ran at a high speed, 
serious strains were thrown upon them, due to centrifugal force in 
going down the incline and up towards the supports ; moreover, 
the acquired momentum would tend to throw the vehicles off the 
line at the vertical curves over the posts. He, therefore, looked 
on the suspended line as essentially a carting, or low speed line. 
A high speed railway must have a rigid road, and was not the sort 
of thing he was competing with. 

__ The CHAIRMAN remarked that the concluding observations of 
Professor Jenkin had pointed out a number of difficult problems 
which he had had, and which he might still have, to contend 

_with; but they must all have been struck with the charming 

manner in which he had worked out the subject so far, and they 
would go away with a feeling of admiration for the manner in 
which he had applied his great scientific knowledge to this 
important purpose. He himself could see many directions some 
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of which might not have occurred to Professor Jenkin, certain 
paths of work in which he was engaged, in which telpher 
ought very soon to be introduced, and he had no doubt that there 
were many respects in which this might be considered one of the 
most important applications of electricity in the future. He con. 
cluded by proposing a vote of thanks to Professor Jenkin, which 
was carried unanimously, and the meeting adjourned. 


COMPARATIVE MEASUREMENTS OF THE 
ELECTRO-MAGNETIC ATTRACTION OF 
CYLINDRICAL AND DOUBLE CONICAL 
CORES IN SOLENOIDS. | 


By Dr. EMIL BOTTCHER. 


HERR FR. KRIZIK, described in vol. 3, p. 7, of the 
“Central Blatt für Electrotechnik,” a‘ Novel action of 
solenoids upon especial iron rods, and its application in 
electric lamps.” This action, according to my experi- 
ments described below, has no existence. 

Before examining the subject, 1 ventured to correct 
a sentence put forward by Herr Krizik in his introduc- 
tion. He writes :—* It is further known that the force 


with which this (iron) rod is attracted into the spiral 


reaches its maximum when one end of the rod lies in 
the same plane as the middle of the spiral.” | 

This proposition is in general quite incorrect, and 
can at most hold good insome particular case. Accord- | 
ing to my researches, the maximum of the attraction 
and the accompanying position of the iron core with 
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relation to the coil of the solenoid depend solely on 
the mutual relations between the lengths of the two 
latter. If core and coil are equal in length, we 
have the maximum of attraction when the core 
projects out of the coil with one-quarter of its 
length, whilst the remaining three-quarters remain 
within. If the core is double the length of the 
coil, the maximum is given when one half of the core 
is enclosed by the coil and the other projects out. If 
the core is three times longer than the coil, the 
maximum attraction is reached when the coil encloses 
the first third of the core and the other two-thirds 
remain free. These proportions hold good both for 
cylindrical and biconical cores, as may be at once. see 
from the curves of attraction shown below. Now! 
arrive at my proper subject. | 

After Herr Krizik has asserted the perfectly accurate 
proposition that the exertions of force of solenoids upon 
a cylindrical iron rod, solid or hollow, change with 
every change in the position of this rod with respect t 
the solenoids, he continues :— 

“In the sequel, peculiar iron rods will be brought 
forward upon which, in contrast to the former, the 
exertions of the force of one solenoid, or of several, 
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remain equal almost for half the length of the rod. 
This new effect is produced by giving the iron rod 
different sections, corresponding with the variation of 
attraction at different points, or by combining several 
iron rods of different lengths or at different distances 
from each other to one long rod.” 

In the sequel, Herr Krizik shows the application of 
this new action in the construction of an electrical arc- 
light. In all his figures there appear a bi-conical core, 
and this has actually been carried out in the light 
patented and constructed by Messrs, Krizik and Piette. | 
- My following researches prove that this alleged 
advantage of the bi-conical iron core, as compared with 
the cylindrical, is non-existent, so that it is indifferent 
whether we use in an electric arc-light a cylindrical or 
a conical core. Both act imperfectly as regulators, and 
it is merely due to the differential bobbin of Hefner 
Alteneck that a rather long extent of core can be used 
at all for the regulation of arc-lights. I am not speak- 
ing of divided lights, but merely of a plain, single 
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For the case of an equal length of the iron core 
and of the solenoid-bobbin, I gave in my memoir on 
“New Solenoid Galvanometers,” (Central Blatt fiir 
Electrotechnik, vol. 5, p. 620), the curve of electro- 
magnetic attraction (fig. 1), and pointed out expressly 
that it is the same for a bi-conical and for a cylindrical 
core. Recently I have extended these measurements 
to the particular case where the core is three times the 
length of the bobbin. These measurements have been 
made with an accurate Salter’s letter-spring balance, so 
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that the bobbin, traversed by the current in equable 
strength, is gradually moved down upon the core 
Which is suspended and which stretches the spring, and 
lis lifting power is read off in grammes at each centi- 
metre. According to the tables thus constructed, 
the curves of attraction here following have been 
drawn, (Figs. 2 and 3.) The ordinates of the 
maximum attractions have been made almost equal in 
size for convenience in examination, which does not 
affect the proportion of the various parts of the curves 
to each other. Both cores were, as before, 20 centi- 
metres long, and 1°4 centimetre in thickness. The 
test will be at once understood from the diagrams.— 
Central Blatt für Elektrotechnik. | 


A SYSTEM OF UNDERGROUND 
CONDUCTORS. 


THE system which is the subject of the following description, 
is given at length in the report of the American Sub-Com- 
mittee on electrical and mechanical devices which has recently 
been issued. Amongst the names of the gentlemen composing the 
committee, we notice those of Professors Henry Morton and 
Elihu Thomson. These gentlemen, together with their colleagues, 
mention particularly a system of conductors where several direct 
wires are provided with a common return wire, both the direct 
and return wires being wound in long spirals on a core of any 
material, so that the direct and return wires always occupy the 
same — position to any external wire. Quoting from the 
report :— 

“A modified construction consists in laying the wires parallel 
and braiding or twisting them at intervals. Each of the several 
direct and their common return are thus arranged to be equidis-., 
tant from any neighbouring conductor. Each cable is, therefore, 
inductively independent of all adjacent cables. While inductive 
disturbance may be largely eliminated, there would be—when 
used for telephone service—some disturbance due to branch 
currents. This disturbance occurs only when two or more direct 
wires of the same cable are in use. When but one wire of a cable 
is in use, the presence of the branch currents in the other unused 
direct wires of the same cable is evidently immaterial. Whenthe 
instruments on two lines are in use—in a cable of three direct 
wires to one return, the length of each direct wire being one mile 
—the disturbance is that produced by a branch current ;4 to + 
as strong as the current on the other wire in use. The shorter 
the wire, the less the disturbance. This current may be that of 


_ the transmitter, 1.e., the speaking current, or that of the calling 


instrument, the latter of which would create the greater disturb- 
ance. If all three wires are in use simultaneously (which would 
occur very rarely) the disturbance equals that produced by 
about +; of the current on the other wires in use. In case of 
eavesdropping, where on one.line both instruments are in use, 
while on each of the two remaining lines only one is in circuit, 
each of the two last-named circuits will get about +, of a speaking 
current. With four miles of wire, the disturbance—if two'wires — 
are in use—would be that produced by about + of the current on 
the other wire in use. If, on long lines, instruments of greater 
resistance are used, which would seem desirable, the disturbance 


_ will be less than that just stated. 


“It is evident that these figures are substantially correct, it 
being remembered that—when the instruments are in the circuit 
—the resistance of the return wire is proportionately very much 
less than that of the direct. The greater the number of instru- 
ments or lines in use, the less the number of low-resistance paths 
for the return current, consequently there is an increased amount 
of branch current to be carried by the high-resistance wires, 1.e., 
those on which the instruments are in use, and, therefore, increased 


- disturbance. 


“This system of one common return for several direct wires 
dves not require, in its application to the telephone service, any 
change in existing switch-boards. The return wires of all the 
cables are connected together at the central office, and operate 
precisely as does the present ground return, except that by causing 
the current to return through the conduit the effect of induction 
is counteracted. 

“ If two suburbs are to be connected, each having the ordinary 
ground return, they could not communicate with each other 
through the city central office without being subject to induction, 
unless some further provision be made. Such further provision 
might be a telephone repeater at the central office, or at any point 
in the line, or a simple induction coil placed anywhere in the 
line. The effect of such an instrument would be to divide the 
circuit into two circuits, the current in each of the latter being 
compelled to return the way it came. | 

‘ In the use of the switch-board, if the instruments of subscribers 
to be connected are on wires having the same common return, 
their respective wires will be connected without the use of the 
common return. If, however, the instruments of subscribers to 
be connected are on wires in different cables, 1.e., have not the 
same common return, the current must pass through the common 
return, as well as through the direct wire of each cable. This is 
made possible—without making any more connections than is now 
necessary—by the return wires of all the cables being always con- 
nected with each other. | 

“This system of one common return for several direct wires 
might also be used for the telegraph service with the duplex, 
quadruplex, and automatic, as well as with the ordinary Morse 
instruments. The grounded wire would merely be extended 
parallel with the direct wires and grounded outside the area of 
inductive disturbance. No change in instruments or connections 
would be necessary. In a modification of the system just des- 
cribed, it is proposed to use cables for telegraph service, each of 
which is used as a single or grounded circuit, and to arrange these 
cables inductively independent of the light wires. This is accom- 
plished as follows. The positive and negative light wires are 
arranged on opposite sides of the conduit. Those telegraph 
cables which lie in the median plane or equidistant from the posi- 
tive and negative light conductors, are given a half twist at the 
connection boxes if not already sufficiently twisted, so that ‘each 
wire of the cable is alternately on opposite sides of the exact 
median plane. Those cables which do not lie in the median plane 
are crossed at the connection boxes from one side to the other of the 
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median plane, and also given a half twist, so as to lie for equal 
distances in equal proximity to the positive and negative light 
conductors, by which arrangement the telegraph wires are rendered 
inductively independent of the light wires. 

“The telegraph wires are not rendered inductively independent 
of each other by this arrangement, but this, though an objection, 
is not a serious one. 

“For the telephone service, the anti-inductive system of one 
common return for several direct wires is to be used, and, prefer- 
ably, three direct wires are allotted to one return, and the four 
made into a cable. | 

‘ Briefly stated, this plan is as follows :— 

_ “1. Positive and negative light conductors arranged, respec- 
tively, on opposite sides of the conduit. . 

“2. Telegraph wires used in single circuit, arranged in cables 
and rendered inductively independent of the light wires by the 
system of crossing before described. | 

“8. The fire department telegraph, which may not in all cases 
desire to use a metallic circuit, and the burglar alarm, to have 
their wires placed centrally in the conduit. The Automatic 
Signal Telegraph Company’s wires, by reason of the peculiar 
arrangement of the circuits, may also be centrally placed. 

“4, Telephone wires arranged in cables and one return pro- 
vided for several direct, as before described. District telegraph 
wires (messenger service) to be provided with common return 
cables, as proposed for the telephone service. a 

“In this plan the telegraph wires are not inductively inde- 

pendent of each other, but inductive effects may be to a great 
extent lessened by a relative change of position of the wires at 
intervals, so that a wire which lies for a distance in proximity to 
one wire or series of wires, changes its position to lie in proximity 
for another distance to a different wire and series of wires, and 
so on. 
“The shorter the distance any two wires lie parallel to each 
other, the less the inductive disturbance, and, generally, the 
greater the number of wires which in turn lie parallel to one and 
the same wire, the less probability of interference from induction, 
for some may not be in use, or the current in some may be in an 
opposite direction to that of others. In the latter case the in- 
ductive effect of one would be lessened or neutralised by that of 
the other. This exchange of lineal positions of wires in a cable 
can be effected at the junction or connection boxes, and need not 
be done at every such box. 

‘ If the disturbance from branch currents is so little that it can 
be disregarded, the system of one common return for several 


direct wires is practically as efficient as the usual metallic circuit 


system, while it is considerably cheaper, and is for these reasons 
to be preferred. _ 
** However correct these theories may be, it would be impos- 
sible, without careful practical tests, to say positively whether 
such systems would meet the requirements of actual working.” 


IMPROVEMENTS IN THE DISTRIBUTION OF 
ELECTRICITY. 


THIS is an invention of Mr. J. S. Beeman, and relates 
to certain arrangements and appliances for distributing 
and translating electricity. 

The inventor takes two or more batteries or sets of 
batteries,which may consist of thermopiles, primary or 
secondary batteries, dynamo or magneto-electric ma- 
chines, &c., and so arranged or constructed as to pro- 
duce currents preferably of equal or nearly equal 
electromotive force, and equal or nearly equal volume 
or quantity by their being fitted, when necessary, with 
any well-known means whereby the production of 
current and the production of electromotive force are 
regulated, either or both, according to requirements. 

It is not, however, in all cases necessary to the 
invention that the electromotive force of each of the 
batteries should be equal or nearly equal, although 
this would be generally more economical or con- 
venient. 

Neither is it in all cases necessary that the current 
produced by the batteries should be equal or nearly 
equal ; and the inventor does not limit himself to the 
use of any form of dynamo, either series, shunt, sepa- 
rately excited, or compound wound, as all or a suitable 
combination may be used under different circum- 
stances, but he only employs those producing con- 
tinuous currents. | 

The + conductor from the first battery is taken by a 
convenient route towards the second battery and 
alongside and parallel to the — conductor of the 
second battery, and the + conductor of the second 
battery is taken by a convenient route towards the 
third battery and alongside and parallel to the — con- 


ductor of the third battery, and the + conductor of the 
third battery is carried in the same manner to the 
next, and this arrangement is continued until the + 
conductor of the last battery proceeds towards the first 
battery and alongside and parallel to the — conductor 
of the first battery. | 

When the conductors are in parallel, the external 
circuit of adjacent or following batteries is completed 
by interposing resistances, automatic or otherwise, 
lamps, motors, or any other suitable translating device 
or devices alone, or in combinat*-~ -"sistances, 
automatic or otherwise, either in muuzue arc or 
multiple series, or any convenient combination between 
the + conductor of the one battery and the — con- 
ductor of the following battery. ee 
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When convenient, the inventor uses branches and 
nic aaa connected in the ordinary way, as shown 
in fig. 1. 

In the application to electric railways, &c., fig. 2, the 
+ and — conductors are utilised as the rails upon 


_ which the motors or engines run, but the inventor 


does not limit himself to this method, as the invention 
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would be equally applicable to independent conductors 
supplying the current to the engines through the 
agency of a sliding or rolling contact. 

Modifications are shown of the arrangement of con- 
ductors for engines or trains. In several arrangements 
a special means or a length of rail, not connected elec- 
trically with the general parallel, must be introduced 
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at each battery station, so as to prevent short circuiting 
when a train passes from one parallel on to the next. 

The invention is also applicable to an arrangement 
of circuits having a compensating central conductor, 
x, Y, Z, batteries in series, translating devices in 
multiple series and balancing adjustable resistances as 
LT described, also in multiple series, as shown in 
fig. à. 


By means of these balancing resistances the electro- 
motive force on all the parallels may be kept equal, 
notwithstanding the removal from any parallel of one 
or more translating devices—lamps for example. In 
this figure D,E,F represent secondary batteries, 
Secondary batteries can be used with the other combi- 
nations of circuits hereinbefore described, and all can 
be charged from a central station either by a separate 
circuit or by connecting up in a suitable way the 
discharging circuits. 


If convenient, the portion of the external circuit 


between the last battery for the time being and the first 
battery can be completed by “earth” by putting one 
pole of the last battery and the opposite pole of the first 
battery to “earth,” this would enable the inventor to 


continue working should any accident happen to one 


or more of the parallels. 

It.is obvious that if all resistances, lamps, motors, 
or other translating devices, are out of circuit between 
any two contiguous batteries, there will be open 
circuit. In that case the circuit can be completed by 
introducing suitable balancing resistances of the proper 
current-carrying capacity as hereafter described, or, 
when convenient, the circuit may be completed by 
“earth,” or by the conductor or conductors, and then 
by any suitable means keep the work required to be 
produced by the batteries at the proper point. | 

If more lamps or. other translating devices are cut 
out on one parallel than on another, say 14 translating 


devices on one parallel, and only four on the other. 


parallel, assuming all are of equal resistance, the 
resistance of the latter parallel will be raised ; then, by 
introducing suitable balancing resistances, the inventor 


resiores the resistance of this parallel to its proper 


point, at the same time allowing the same amount of 
current to circulate therein as is required. 

The purpose of the balancing resistance is to ensure 
that at all times the same amount of current shall be 
circulating in the conductors, however many or few 
translating devices may be in circuit, and thus to secure 
that at whatever position the points of derivation of 
motors, lamps, or other translating devices, or service 
lines of a consumer are situated on main conductors, 
the difference of potential can be kept. practically 
constant. 

Any suitable balancing resistances may be employed, 
and the work done in these balancing resistances may 
be used, when practicable, in forming or charging 
secondary batteries, in electro-plating, in the decompo- 
sition of chemicals, or in the production of any other 
useful effect according to the locality where the 
batteries may be situated. 

When the translating devices before mentioned are 


in series, or other than multiple arc or multiple series, 
the above arrangement of conductors would be dis- 
pensed with, as the + pole of the first battery would 


- be connected through the translating devices, in series 


&c., to the — pole of the second battery, and so on 
through the remaining batteries. | 

The invention is applicable to an arrangement of 
separate sections of the insulated conductors, having 
bridge pieces which establish metallic connection 
throughout the series of sections, sa that whenever 
there is no train upon the line the sections are coupled 
together, and are thus made to form part of the circuit 
between one battery and the next. | 

Suitable forms of this arrangement of separate insu- 
lated sections and bridge pieces are shown in patents 
No. 1830, 1882, and No. 4548, 1882, by Prof. Fleeming 
Jenkin, capable of adaptation to this invention, or 
other kinds of bridge pieces and arrangements may be 
used. | 

At each battery one length of rail equal to the length 
of the train has no electrical connection with the cir- 
cuit. This is to prevent the train from short circuiting 
the battery, but other means can be used for the same 
purpose. | | 

An arrangement is shown of three separately excited 
dynamo-electric machines, coupled so that the field 
circuit of dynamo A is a translating device between the 
positive conductor of dynamo A and the negative con- 
ductor of dynamo B, and that the field circuit of 
dynamo B is a translating device between the positive 
conductor of dynamo B and the negative conductor of 
dynamo C, and so on. In this case lamps are shown as 


the other translating devices, also balancing resistances. 


If, in such electric series systems as have been 
described, such a thing should occur as that no trans- 
lating devices, trains for instance, should be on one 
parallel, then the circuit is completed either by intro- 
ducing balancing resistances as before described, or 
metallically, and using, if necessary, suitable well 
known means for regulating the electromotive force and 
current generated by the batteries. | 

Should it happen that there should not be sufficient 
translating devices to absorb the energy generated bythe 
batteries, then the inventor either introduces balancing 
resistances as required, or uses suitable means for 
regulating the electromotive force and current generated 
by the batteries. | 

The inventor claims the arrangement of appliances 
for distributing and translating electricity by means of 
suitable and convenient batteries in series, the circuits 
between them being closed by the interposition between 


the positive and negative conductors, or positive and | 


negative poles of adjacent batteries of suitable and 
convenient resistances, alone or in combination with 
suitable and convenient translating devices, the trans- 
lating devices being either alone or in combination 
with resistances, and being either in series, series 
multiple, multiple arc, multiple series, or any other con- 
venient combination. 

Appended is a report given on this invention by 
Prof. George Forbes :— 


In the ordinary manner of working when the main conductors 
have any considerable length, and lamps, motors, or other trans- 
lating devices are connected with the conductors at different parts 
of the conducting circuit, it is found that the potential of the 
electricity (analogous to gas pressure) is very much diminished at 
the far end of the conductors. | 

In consequence of this it becomes necessary when lighting in 
this manner to use lamps of different qualities in different parts of 
the circuit, those which are furthest from the source of electricity 
being so constructed that they require less electric potential than 
those near to the source. In this manner, clumsy and incon- 
venient though it is, a tolerably good effect can be obtained so 
long as the proportionate number of lamps in use in different 
parts of the circuit remains pretty much the same. In the case of 
fixed motors a similar device may be equally imperfectly attained. 
But with electric locomotives this cannot apply. There a motor, 
which is far from the source of electricity, requires as high a 
potential as one which is near to it, and the ordinary method of 
supplying the current fails. 

The object of this patent is to arrange the circuits, and the 
generators which feed these circuits, and certain controlling 
apparatus in such a manner as to overcome the difficulty, so that 
a lamp or motor shall work for all practical purposes equally well 
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in any part of the circuit, and so that the same type of lamp or 
motor can be used throughout. | 

On referring to the M.S. specification I see that two or more 
generating stations are combined together. The generators at 
these stations are not connected to the main conductors in quan- 
tity, as is done in the method of distribution known as the net- 
work system, but they are connected in series to the mains, each 
pair of generators being separated by a district from which a 
supply is being drawn. To the best of my present knowledge of 
what has been done in the matter, this is a distinct addition to 
the practice of electrical distribution. In this manner the positive 
“nd negative main conductors in any section of x district are con- 
nected with separate machines at opposite ends of that section. 
his resembles the mode of distribution known us the line of 
centres distribution, which possesses one great advantage. This 
is, that when the mass of metal in the conductors is suitably pro- 
portioned in its different parts, and when the proportionate con- 
sumption in different parts of the circuit is the same as the 
normal consumption for which the mains have been designed, 
then the available electric potential is constant over the whole 
system. According to the M.S. specification before me, when the 
normal proportion is deviated from, balancing resistances are 
introduced to reduce the consumption approximately to the 
normal proportions. - | 

According to this specification I notice that the same current 
must pass through the whole system of main conductors. If, 
then, in some sections the consumption is reduced, balancing resis- 
tances must be introduced in these sections to consume the 
superfluous current. This would be a serious disadvantage if the 
relative rates of consumption in different parts of the district 
varied enormously. On the other hand, the conductors and insu- 
lation can be used smaller than they could be it the same district 
were fed by one positive and one negative conductor. 

This system shares the advantage of small conductors with a 
multiple series arrangement of lamps, but it has the advantage 
over it of requiring a lighter insulation for the mains, and also a 
greater facility of compensation when the normal consumption of 
electricity is deviated from. | 

Other inventors have generally aimed at centralisation of the 
generators. This is a step in the direction of decentralisation, 
which is advantageous in some installations, and which may in the 
future become very important when people have realised the size 
of conductors required for a direct centralised supply. 

Of course it must be noticed that the balancing resistances use 
up energy which cannot all be utilised. 

Turning now to particular cases discussed in the M.S. specifi- 
cation, I find the same ideas applied in a variety of different 
manners to the distribution of electricity for lighting, motive 
power, and electro-plating. | 

I should only be introducing confusion into my statements were 
I to attempt to examine in detail the merits of each proposal in 
this specification, but I will make a few general remarks on those 
which seem to me to be most interesting. 

_ In one case there are two generating stations, one consisting of 
dynamo machines, the other of accuniulators arranged in a special 
manner. If this claim be valid I think it may often be applied 
advantageously. | 

In several of the drawings there are some novel methods of 
connecting up the dynamos and conducting circuits, which pro- 
mise well, but which must undergo the test of experience, guided 
by calculations before it would be safe to judge of their merits. 

The distribution of electricity for electric trains or locomotives, 
which is indicated, has decided advantages. 3 

The general remark I would make about the special cases 
referred to in this specification is that (granting the validity of 
the claims—a matter which I have not exhaustively examined), 
there is much which promises well, but without actual trials it is 
impossible to say which, if any, are likely to find general adop- 
tion; but the idea of using the generators in series, with inter- 
mediate translating devices, opens up a possibly very large field 
for industrial applications. | 

Some of the devices are even now worthy of being introduced 
as superior to others for special installations, and, to the best of 
my belief, some of the other devices will be found on trial to 
= special difficulties in the distribution of electricity on a large 
scale. 

(Signed) 

34, Great George Street, Westminster, 

April 24th, 1884. 


GEORGE ForBEs. 


A NEW FORM OF SPRING FOR ELECTRIC 
AND OTHER MEASURING INSTRUMENTS.* 


By Profs. W. E. AYRTON, F.R.S., and JOHN PERRY, M.E. 


IN steam and gas engine indicators the pressure of the fluid on a 
piston produces a slight shortening of a spiral spring which is 
magnified by a lever, and so the pressure of the steam or gas is 
recorded. In what are usually known as spring balances there is 
also occasionally a magnification of the elongation of a spiral 
spring effected by the use of a rack and pinion. Such magnifying 
arrangements, however, not only introduce inaccuracy by the bad 


* From the proceedings of the Royal Society, No. 230, 1884. 


À 


fitting of hinges or of teeth, an inaccuracy which is aggravated by 
wear, but they increase the cost of measuring instruments and 
their liability to get out of order. 

And, as an example of the difficulty of using a wheel and pinion 
for the magnification of an angular motion produced by a ‘small 
force, we may mention that although we used this plan for a year 
or more in our electric measuring instruments, and although the 
wheels and pinions were made by a good watchmaker, still the 
friction involved in such a plan has induced us to abandon it in 
favour of the new arrangement, which is the subject of this com- 
munication. 

The telescopic method employed by Weber, and the spot of 


lizht method due to Sir W. Thomson for magnifying the effect of | 
an angular motion are, of course, unequalled for stationary . 


measuring instruments, but for instruments which must be 


carried about and used quickly without the necessity of adjust-. 


ment, these most ingenious reflecting methods are quite unsuit- 
able. 

- With an ordinary cylindric spring, having a small angle between 
the osculating plane and a plane perpendicular to the axis, as is 
the case with all spiral springs such as are in practical use, and of 
which fig. 1 is an example, it is well known that but very little 
rotation is produced between its ends by the application of an 
axial force. Consequently with such springs it is only possible to 


obtain magnification by the employment of a system of levers, or 
pinion. It occurred to us, therefore, to consider: 


of a rack and 
whether it would not be possible to make a spiral spring of such a 
nature that for a comparatively small axial motion of its ends 
there should be considerable rotation of one end relatively to the 
other, and by the employment of which all levers, racks, and 
pinions could be dispensed with, so that no error could be intro- 
duced by wear and tear, or by want of fitting of joints, and further 
so that the temperature correction should be merely one affecting 
the rigidity of the material used as a spring, and not a correction 


such as has to be applied in consequence of the contractions and 


expansions of the various parts of an ordinary magnifying appa- 
ratus. | | 


In order to ascertain this fact it is necessary to consider what 
are the general laws governing the behaviour of spiral springs. 
Let the centres of all cross sections of the wire, or strip, forming 
the spring lie on a right circular cylinder of radius, r, let the 
spiral have everywhere an inclination, a, to the plane perpen- 
dicular to the axis of the cylinder, and let a force, F, act at one 
ax > the spring along the axis, ihe other end of the spring being 

xed. 

In the cross section of the wire at any point, P (fig. 2), we have, 
due to the axial force, Fr, tensile stress, whose effect in deforming 
the spring may be neglected in comparison with the other effects 
to be described, and we have the stresses produced by a couple, 
Fr, acting about the axis PM. PS, PM, and PU are all ina 
plane tangential to the cylinder at the point, p, P M being drawn 
in this plane perpendicular to the axis of the cylinder, p u tan- 
gential to the spiral line, and P s perpendicular to P vu. 


This couple is equivalent to the couple Fr cos a, which is a 


twisting couple about the axis P u, and to Fr sin a, a bending 
couple about the axis ps. If now 8 is the flexural rigidity of the 
wire in the osculating plane, and if a is the torsional rigidity 
about the spiral line at P we have— 


Fr cosa 
as the angular twist per unit of length about the axis P u, and 
Frsina 
B | 
as the angular bending per unit of length about the axis P s. 
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Resolving both of these horizontally and vertically, we have 
for the total angular motion in a vertical plane, that is, about the 


axis P M— 
cos” a , sin’ a 
À 


and for the angular motion in a horizontal plane— 


SIM a COS — 


4 B 


"If the angular motion, in 4 horizontal plane, of the free end of 
the spring relatively to the fixed end to be called 4, and if the 
axial increase of length be called d, and the whole length of the 
spring along the spiral 1, then— 


@=lFrsin a cos (1), 
and 
2 
+ ais) (2). 


The theory of the strength and stiffness of the ordinary cylin- 
dric spiral spring for small angles was given, we believe for the 
first time, by Prof. James Thomson, in the “Cambridge and 


Dublin Math. Journal.” for 1848, and in “ Thomson and Tait’s | 


Natural Philosophy,” vol. i., §§ 588-608, the general behaviour of 
wires subjected to forces at their ends is investigated, and we 
might have obtained equations (1) and (2) from the general result 
of that investigation given in Article 607, but we have preferred 
to deduce these two equations from first principles. 

The general expression worked out by M. de St. Venant for a 
for a prism of rectangular section involves an infinite series, and 
its use would give rise to mathematical expressions of an un- 
wieldy character in an investigation like the present. We have, 
therefore, decided to consider our strip of which the new spring 


is to be made as having an elliptic section. We may mention, 


however, for the benefit of students, that an examination of 
the expression given by Thomson and Tait, “ Nat. Phil.” 
vol. i., for the torsional rigidity of a prism of rectangular section 
has led us, we believe, to detect two errors in it; one is a mis- 
print of nab? for nab*, the other that the coefficient employed 


2\5 b 2\52b 
(?) 7 Ought to be (2) y" À friend of ours who has been 


kind enough, at our request, to check the investigation agrees 
with us in thinking that there are two errors, but considers that 
the second is not in the coefficient, but in the fact that } has been 
used in the formula in place of 1. We still are of opinion, how- 
ever, that the error is in the coefficient, because when we employ 
our two corrections, we obtain— 


— , 


A = nab® i- (2) 


where a and b are the length and breadth of the strip, and this 
formula we find agrees with the experimental results of M. de St. 
Venant, and also with the calculated numbers given in Thomson 
and Tait’s “ Natural Philosophy,” § 709, for the torsional rigidity 
of a square shaft; whereas neither the formula for a given in 

omson and Tait’s book, nor the formula as corrected by our 
friend, will do this.* 

Reverting to the elliptic section, if the principal semi-diameters 


Ta 


* Since this paper was presented Mr. R. T. Glazebrook has 
been kind enough to go through the investigation, and he con- 

ms our correction of the formula as given in Thomson and 
Tait’s “ Natural Philosophy.” 


of this ellipse are b, measured in the osculating. plane of the 
spiral, and a measured perpendicular to this plane, the values of 
the two rigidities are— 


N Exab? 


A= 


where x is the modulus of rigidity of the material, and x is 
Young’s modulus. 


Hence substituting, equation (1) becomes— 


o 
x 0° | 
cos* a + sin’ a (4). 
Tab Na E 


Maximum Rotation, Positive and Negative Springs.—If we merely 
require that 9 shall be a maximum for a given axial force r, 
independently of the stresses produced in the material, and 
independently of the axial elongation, then it is evident that a 
ought to be equal to 45°, andl and r as great as possible. If our 


_ other condition is that the area of cross section of the strip is to 


be a constant— 


Let ab = 
and a = kb 
so that | b i 


wk 


TS |N Nk 


or since N is equal usually to about two fifths #, we find that 


8 k. 


Now when k is very small this is very great. On the other 
hand, when k is very great this is also very great, but of the 


_ opposite sign. As k increases from 0 the expression to which #, 


or the amount of turning, is proportional diminishes until when k 
reaches a value nearly 1°3, ¢ becomes 0, or there is no rotation of 
the spring produced by an axial force. In fact, for small values 
of k there is a rotation of the spring in the direction of the coiling, 
and the amount of rotation becomes the greater the smaller k is, 
while for values of k greater than 1:3 there is a rotation of the 
spring opposite to the direction of the coiling, the rotation 
becoming greater the larger k is. 

Fig. 3 shows a spring in which k is greater than 1°3, and it is 


_ found that there is an uncoiling on the application of an axial 


force. Fig. 4 shows a spring made of the same material, but the 


“wire has been pased through rolls so as to flatten it in the oppo- 


site way, and now a rotation tending to coil it up is found to be 
produced by the application of an axial force. : 

The twisting torque to which the spring is subjected is F r cos a, 
and the bending torque to F r sin a. But the twist must be 
multiplied by sin a, and the bend by cos a when we project these 
motions on a horizontal plane. So far, then, as the total rotation 
in a horizontal plane of the free end of the spring relatively to 
the fixed end is concerned, it may be regarded as being produced 
by equal twisting and bending torques, each of them equal to 
F r sin a cos a; and the total rotation of the free end of the spring 
relatively to the fixed end, which is the special feature of the 
springs we are considering, is proportional to the difference 
between the two angular rotations produced in the wire by these 
equal bending and twisting’ torques. The twist alone would 
cause an increase in the number of coils, that is, a rotation in the 
direction of coiling which is what we call positive, while the 
bending, or rather the unbending, alone would cause a negative 
rotation, or one tending to uncoil the spring. When both occur 
together in the actual spiral spring subjected to an axial force 
the total rotation is positive or negative, according as the angular 
twist or the angular bend is the greater. Hence the flexural and 
torsional rigidities of the wire alone determine whether the rota- 
tion is positive or negative. 

It is well known, for example, that when a wire of circular section 
is subjected to equal twisting and bending torques the twist is 
greater than the bending for almost all substances, that is, sub- 
stances in which the ratio of the modulus of rigidity to Young’s 
modulus is between one-third and one-half. Hence we may expect 
that in a spring made of round wire, and with the spires making an 
angle of 45° with a plane perpendicular to the axis, the total rotation 
will be positive for an axial force applied so as to lengthen the 
spring. And experiment shows that this is the case. 

If the wire be flattened and bent so that the flat side of the strip 
touches the cylinder on which the wire is coiled, as shown in fig. 3, 
then the arrangement is such that the bending is greater than 
the twist. Hence an axial force applied so as to lengthen this 
spring causes a negative rotation, whereas if the strip be coiled as 
in fig. 4, so that the edge of the strip lies against the cylinder on 
which it is coiled, an axial force similarly applied will now cause a 
positive rotation. It is almost certain that for any strip of material 
the positive value of ¢ obtained with the latter form of spring 
is likely to be greater than the corresponding negative value with 
the former kind, but the difficulty of manufacturing the second 
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form of spring, where k has a very small value, has compelled us 
to confine our attention to the former type. 

Permanent Set.—Having constructed some very delicate springs 
of this kind, one of the first difficulties which we met with arose 
from their liability to acquire a permanent set, so that it has been 
necessary to determine the dimensions of the spring which will 
give the largest amount of rotation with the minimum amount of 
stress in the material. 

The shear stress at any point, x, y, in an elliptic section if the 
prism has received a twist r per unit length, is— 


N (- æ + À ) in the direction of y, 


dy 
| 
| dy\. 
+25 the direction of x, 
where a? — b° 


where a and b are the principal semi-diameters of the ellipse, the 
axis of y being parallel to the semi-diameter b. | 
Consequently these shear stresses equal — 


2Nrya 
and - respectively ; 


and the total shear stress is equal to 
at 


From this we see that the greatest shear stress is at the ends of 
the minor axis, and at the boundary it is the least at the ends of 
the major axis— 

If c is the twisting couple we know that— 


r= —,or 
| 
2 2 
N #7 b® 


Using these values of 7 in the above we obtain for the total 
shear stress at a point, +, y, of an elliptic section— 


2c 3 
à (5), 


and this at the extremity of the minor axis becomes 
| 2c 
wa b? 

Applying (5) to our case where the twisting couple is F r cos a, 
and the bending couple F r sin a, and recollecting that the 
direction we have chosen for y on the section is perpendicular to 
the axis of the spiral, we see that at a point, x, y, on the section 


bent about the axis of x, that is, x is perpendicular to the plane in 
which bending occurs the shear stress, g, equals— | 


2Frcos a 
a 


and the tensile or compressive stress, p, at the point x, y due to 
bending equals 


a + at y? (6), 


4y 
yap Frsma (7). 


And the resultant tensile, or compressive, stress f at the point x, y is 


p /Ë 
+ 
2 4 + 


| f has its greatest value when 


Therefore since 


y 


is the equation of the ellipse, the stress at the boundary, 


(v sin a + A/ + cos a, - v9] (8). 


rab? 


We have now to consider for what value of y this expression is 
a maximum. The possible values of y are between 0 and b; and 


we see that if 1— =; cos’ a is positive, f will be greatest when y has 


its greatest possible value, namely b. For seètions 1, 2, 3, 4, 
therefore, of the strip shown in fig. 5, where a 8 is the axis of the 
spring, the greatest stress will in each case be at B. If, however, 
b be very large compared with a, which is the case in the section 
5, fig. 5, then f will not have its greatest value at B. 

We find also that when 


a € b cos a, 


| ab? sin a 
@ a—a) a) (9). 
Now this value of y is greater than b so long as 
| a? b? sin? a > (b? cos? a — a”) (b? — a’); 
and when these are equal we have 
a? = b? (1 = sin a) 


where the positive sign is evidently inadmissible, since our condi- 
tion above is that a is less than b. | 


the 
/1—sin a 
greatest stress occurs at the extremity of the y axis. After that, 
the point of greatest stress is nearer to a, but still on the circum- 
ference of the ellipse. 


Now if b is very great compared with a, then we have as a 
limit, 


Hence from b equal 0 through b equal a to b equal 


a 


y=atana, 


_s0 that the greatest stress can never occur at the end of the semi- 
diameter a, but may be very near to it. 


On the supposition then that, relatively to a, b has any value | 


41 sin a 
occurs at the end of the semi-diameter b, which is parallel to the 
axis of y, and this is the case we will first confine ourselves to. 

Maximum Rotation in Relation to Permanent Set.—If, now, f is 
the greatest stress at any point of the section, 


Ÿ_ L sin a cos a a? + b? 4\ 10). 


The conditions that make this a maximum are those which for a 
given axial force applied to our spring produce the greatest 
amount of turning of the free end with the least amount of stress 
on the material, and therefore with the least chance of permanent 
set. And as regards the valve of a, it is clear that | 


from O to , the greatest stress in an elliptic section 


sin a = — 1 + 1 5, 
or a = 38° 10’, 


will give the greatest value. 
Maximum Rotation compared with Axial Motion.—From equa- 
tions (3) and (4) we have 


4 
tana Na E 
(11), 


and the conditions that make this a maximum are those which for 
a given axial force applied to the spring give the greatest amount 
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of turning of the free end of it with the least amount of axial 
lengthening. As regards the value of a, it can easily be shown 


that will be a maximum when 


+ 
tan a = A/ 
If b is small in comparison with a, which is a condition, as 
already explained, we are led by facility of construction to adopt, 
then 


tan a = 44/2. 


Asa rough approximation, taking n the modulus of rigidity at 
two-fifths of Young’s modulus, the ratio given by M. St. Venant, 
this value of tan a becomes equal to 4/-625, or 


a = 38° 19’, 


makes a maximum. 


We have already seen, from (3), that to merely make ¢ a 
maximum for a given axial force, a ought to be 45°, and J and r as 
great as possible. 

We are therefore led from three considerations— 


1. That an axial force shall produce a maximum relative 


rotation ; 

2. That the rotation shall be great without producing perma- 
nent set in the material ; 

3. That the rotation shall be great in comparison with the 
elongation of the spring ; 
to make the angle of the spiral about 45°. | 

Further, to produce the first two of these conditions, it will be 
observed that the length of the wire forming the spring ought to 
be great, while the third condition is independent of the length. 

ext, with regard to the proper radius, r, to give to the coils 


of the spring. ¢ increases with + is independent of r, and 


7 varies inversely as r. Hence, as the first and third conditions 


are antagonistic one to the other, the value of r must be chosen to 
suit the conditions of the instrument in which the spring is to be 
used ; that is, we must consider in any special case whether the 
possibility of permanent set or a large axial motion is more to be 
avoided in the particular instrument in question. 


Let us now consider how #, % and ; depend on a and 


4 Referring to equation (3), if 6 is not greater than a, 
it is clear that the smaller 6 is the larger ¢ will be. Next 


utting nN equal to 2x, an approximation sufficiently accurate — 


or the substances. likely to be employed, we see from 
equation (10) that £ depends on | 


. and as in this first case we are limited to values of b between 0 and 


Fi or between 0 and about 1°84 a if we put a equal to 


45°, a value not far from that which we have already determined 
to be the best, then it is obvious that the smaiier b is the larger 


will be 
From equation (11) we see that ¢ depends on 
(a? + —4N a 
(a? + + 4N 
or, putting n equal to 2 E, this becomes 


5 
a 


Hence, remembering as before, that b? has only values between 
0 and 3°4 a”, we see that the last fraction varies between — 0:23 
and + 0°47. | 

Hence, taking b small, which gives the greatest values for ¢ and 


$ » we obtain a value for H not less than half as great as if we had 
taken the largest possible value of b. 


Finally, therefore, if b varies from 0 to——“—__, the best 


1 — sina 


ps value of b is an extremely small one, or the strip should 
wound as in fig. 3. 


, conditions other than those 


If b is greater than 
1—sina 


given above may make #, + , and have their maximum values; 


but, since the difficulty of manufacturing metal springs of the 
form shown in fig. 4 must necessarily render their employment 


but very limited, a mathematical examination of this problem 
has not much practical value. We therefore merely mention 
that in this case calculation shows that : 


where f is the maximum stress anywhere in the section, the 
maximum stress in this case not occurring at the extremity of 
the b diameter. 

The general conclusions therefore arrived at are, that in order, 
with a given axial force to obtain a large amount of turning of 
the free end of the spring, combined with small maximum total 
stress in the material, and not too much axial motion of the free 
end of the spring, the strip of elliptic section should be as long 
and as thin as possible, should be wound in a spiral such that the 
osculating plane makes an angle of 40° to 45° with a plane per- 
pendicular to the axis of the spiral, and so that the smaller 
a of the elliptic section is at right angles to the axis of the 
spiral. | 


(To be continued.) 


REVIEWS. 


The Principles and Practice of Electric Lighting. By 
ALAN A. CAMPBELL SWINTON. London: Long- 
mans, Green & Co. 


The aim of the author of this work (of 172 pages) 
has been to write a book which should meet the wants 
of employers of the electric light, and the general 
scientific public who take an: interest in all new dis- 
coveries and inventions. With one or two exceptions, 
everything treated is of modern interest. The book 
consists of 11 chapters, which, commencing with an 
introduction, deal with “The theory of electricity,” 
“ Electrical, mechanical, and photometrical measure- 
ments,” “Sources of power,” Dynamo-electric 
generators,” “Arc. lamps,” Semi-incandescent and 
incandescent lamps,” “ Electric accumulators,” ‘ Elec- 
tric lighting systems,” “The electric light in its 
various applications; its advantages, and cost.” An 
appendix concludes the work. Undoubtedly, Mr. | 
Swinton’s work contains matter which is not found in 
other productions of the kind, and taking it altogether, 
it is a very creditable performance. Literature of this 
description, however, is decidedly being overdone, and 
the fact that every new book of the kind has a ready 
sale is no proof whatever of its being required, since 
copies are purchased more for the sake of curiosity than 
anything else. In other words, those whoare interested 
in electric lighting make a point of obtaining every 
new work that appears, in order to make their library 
complete, and on the mere chance that every additional 
work may afford them new and useful information. 


Bibliography of Electricity and Magnetism, 1860 to 
1883, with Special Reference to Electro-Technics. 
Compiled by C. MAY, with an index by O. SALLE, 
Ph.D. London: Trübner & Co., Ludgate Hill, E.C. 


The compiler of this work (of 203 pages) states that 
he gives a full list of the works on electricity and mag- 
netism which have appeared during the last 23 years, 
showing the advancement and progress of these 
sciences. The author, we observe, has done more than 
this, as he has included in his list, works which have 
never been published. Mistakes of this kind are, 
however, perhaps unavoidable ; but a little care might 
have been exercised in spelling the names of the 
publishers correctly ; such a well-known name as that 
of Messrs. “Spon,” for instance, is given as “ Spons.” 
The work is undoubtedly an extremely useful one, and 
the author is very deserving of thanks for what must 
have proved a somewhat laborious task. 


A Treatise on Electricity and Magnetism. By E. MAS- 
CART and J. JOUBERT. Translated by E. ATKINSON, 
Ph.D., F.C.S. Vol. I—General Phenomena and 
Theory. London: Thos. De la Rue & Co., 110, 
Bunhill Row. 


The names of the authors, and also of the translator, 
of this book, are in themselves a guarantee of the able 
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character of the work. The latter is based upon a course 
of lectures delivered by the authors in the College de 
France in the last few years. The treatise will com- 
prise two parts ; the first, which is principally theo- 
retical, forms the present volume ; the second, which 
will be more experimental in character, will be devoted 
to the examination of the various phenomena, the 
methods of measurement, and the principal applications, 
of electricity. The first volume is divided into three 


parts, the first part dealing with “ Statical Electricity,” 


the second with “ Electrical Currents,” and the third 
with “ Magnetism.” Thegeneral character of the work is 
very similar to the well. known treatise on electricity 


and magnetism by the late Professor Clerk-Maxwell, — 


and it is consequently of but little interest to practical 


electricians. For students, however, the book is of 


considerable use, and it appears likely to become of 
standard value. | 


BOOKS RECEIVED. 


The Scientific Papers of J. P. Joule. Published by the 
Physical Society of London. London: Taylor and 
Francis, Red Lion Court, Fleet Street. 


Inorganic Chemistry. By Dr. HERMANN KOLBE. 
Translated and edited by T. S. HUMPIDGE. : London : 
Longmans, Green & Co. 


A Pocket-Book of Electrical Rules and Tables. By J. 


MUNRO and A. JAMIESON. London : Charles Griffin 
and Company, 12, Exeter Street, Strand. 


TELEPHONE LICENCES. 


In the House of Commons, on Thursday week, Mr. GRAY moved . 


to reduce the vote by the sum of £15,566, being the amount re- 
ceived by the Post Office for royalties from telephone companies 
during 1883. The hon. member explained the working of the 
present law relating to telephonic communication, and contended 


that it was grossly unfair that the royalties to which he objected 


should be exacted, the Government having attempted to strike at 
the use of telephonic communication not in a direct way but by 
means of aside issue. A few years ago the Postmaster-General 
granted licences on the mere condition that a royalty of 10 per 
cent. should be paid. Suddenly he changed his policy, and said 
he would grant no licences unless the companies who applied for 
them should sell him as many instruments as he wanted to be 
used by him for any purpose he thought fit. But neither the 
parent company nor the subsidiary companies had power to do 
that, because if they did they would have violated their contracts, 
and the Postmaster-General knew that very well, for he had in 
black and white the terms of the contracts between the parent 
and the subsidiary companies. In August, 1882, the right hon. 
gentleman stated that the department had adopted the principle 
of free competition, not only between the companies themselves, 
but between the department and the companies. At that time 
the right hon. gentleman believed that another company had 
made improvements which evaded the patents of the United Com- 
pany. But the right hon. gentleman found out his mistake, and 
the property of the United Company was confirmed to them. The 
policy of strangulation was adopted about two years ago, and not 
only had remonstrances been made by the companies, but deputa- 
tions from various towns waited upon the right hon. gentleman 
in vain. The people of Plymouth did not understand why they 
should be refused facilities granted to Manchester, or the people 
of Cork why they should be refused facilities granted to Dublin. 
The right hon. gentleman, however, said that the towns which 
had been left out in the cold should be served by the Post Office 
or not at all. That was a position which the Postmaster-General 
would find to be untenable, because the public would not tolerate 


it. The principle upon which Parliament gave a monopoly to the 


Post Office was that there should be uniformity throughout the 
United Kingdom. While the Post Office had been working the 
telephone during the last two years they had only got 700 sub- 
scribers at their various telephone exchanges. For those 700 
subscribers they had 5,000 telephone instruments, and so far were 
they from being apprehensive of the supply of instruments run- 
ning short, that they had been selling them at a profit, and, 
further, the Post Office, by a contract entered into with the 
United Telephone Company, had a right to a supply of 15,000 
more—that was to say, they had under their control 20,000 in- 


struments in all. That was not protecting the public, but de- 


stroying the profits of the telephone companies, which earned 
those profits by making instruments and selling the use of them 
to subscribers. The action of the Post Office in connection with 


trunk lines was such as could not be approved. The conditions 
imposed by the department upon companies who wished to place 
different towns in telephonic communication by trunk lines, 
among which conditions was one to the effect that customers must 
be charged at a rate of 10s. per mile, were so exacting that sub- 
scribers could not be obtained, and the public were consequently 
deprived of the facilities for communications which they ought to 
have. It had been said that talking stations could be opened in 
London from which conversations could be held with subscribers 
at a charge of a 1d. The authorities, however, had refused to 
countenance the proposal, and the Postmaster-General had said 


that it could not be entertained even experimentally. The general 
policy of the Post Office seemed to be to prevent the public from 


receiving the advantage of telephones, of which the department 
had less than 400 in the whole of the United Kingdom. With 
reference to the acquisition of the telephones by the department, 
the right hon. gentleman would doubtless say that although he 
(Mr. Gray) had cortended that it was impossible for the com- 
panies to comply with the right hon. gentleman’s conditions, 
one company, the Newcastle Company, had already complied. 
That Newcastle contract was the most immoral (using the term 
in a political sense) of all the many immoral transactions 
of the department. He challenged the right hon. gentle- 
man to take the opinion of any Judge in the land as to 
the morality of that contract. The policy of the depart- 
ment in acquiring instruments at all was of the same petti- 
fogging character. The United Telephone Company entered into . 
a contract with certain individuals to sell to them 20,000 instru- 
ments upon the condition that the instruments should not be used 
for ordinary trading purposes. A Yankee came over to this 
country and found, on the one hand, that the Post Office was 
anxious to obtain the instruments, and, on the other hand, that 


_ they were in the possession of these individuals. He constituted 


a sham company and bought the right of purchase from the 
Telephone Company and sold it to the Post Office, who obtained 
possession of it without the conditions which attached to it in the 
hands of the other individuals. He put it to the right hon. 
gentleman, if, in his private capacity, anything in the world would 
induce him to enter into such a contract. He did not intend to 
bring forward any specific vote, but he appealed to the right hon. 
gentleman, whose administration at the Post Office had been dis- 
tinguished in many ways by liberality, to extend that policy of 
liberality to the telephone question and not to punish the public 
because, under a purely technical judgment, he had obtained the 
right of control. (Hear, hear.) 

After a few remarks from Mr. Slagg, Mr. Fawcett remarked 
that some very strong things had been said about the department 
by the hon. member for Carlow, but he should much regret if any 
word he said in reply was in any way taken to separate himself 
from the permanent officials of the department. He alone was 
responsible for everything that was done. All sorts of charges 
were brought against the officers of the department as if they had 
some private motive to serve, but they had no interest except the 
interest of the Post Office and of the public. (Hear.) He felt 
bound to confess that during the whole of his experience at the 
Post Office no question had been beset with a tithe part of the 
difficulties that he had had to consider in connection with the 
telephone question. Of course it would be idle now to enter 
into. the old controversy as to whether Parliament acted 
wisely in purchasing up the telegraph companies at such an 
enormous price. It was not for the Postmaster-General appointed 
after that was an accomplished fact to express any opinion on that 
point. All that he had to do was to faithfully administer the Acts 
which Parliament had passed. He had had nothing to do with the 
policy of telegraph monopoly. When he first came to the Post 
Office he found that this question as to whether or not the telephone 
was an infringement of the telegraph monopoly was about to be 
raised or had been raised in the law courts. Nothing could be 
more ill-considered or unwise than for him now to say a single word 
as to the decision in the telephone case. It was urged before two 
able Judges, and argued with comsummate ability on each side, and 
the judgment left no doubt whatever that, in the opinion of the 
Judges, at all events, the telephone was a distinct infringement of — 
the telegraph monopoly for which Parliament had paid 10 millions 
sterling of the taxpayers’ money. It was urged upon him that he 
should not deal harshly with the telephone exchange companies, and 
that he should not act on the supposition that they had been con- 
sciously acting illegally, and in the exercise of his full legal 
rights confiscate their property. He was urged to deal in a generous 
and liberal spirit with them. He had done so. He assumed that 
the telephone exchanges had been established bond, fide, and he en- 
tered into an arrangement that enabled them to continue their 
business. Consequently in all those towns in which at the time of 
the decision telephone exchanges were established a license was 
granted to them on certain conditions which were agreed to between 
the companies and himself. The hon. member for Carlow had 
again and again repeated that he had been actuated by a desire to 
strangle the telephone companies. Nothing was further from his . 
desire than to do anything unfair towards them. (Hear.) He 
was anxious that the public,should obtain a supply of telephone 
communication either from private enterprise or from the 
Post Office, either as the one or the other could supply it most 
efficiently and on the most reasonable terms. (Hear, hear.) 
That had been his policy, and it was his policy at the present time. 
In granting this license to private companies he had, of course, 
been bound to take care that an arrangement should be made 
which would not prejudicially affect the revenue. Language was 
often used as if the officers of the department had some other 12 
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terest than that of the public. He had had to administer a 
monopoly, not which the Post Office had bought, for the Post 
Office had no money, but which had been bought with 10 millions 
sterling of money of the taxpayers, and he was bound to see that 
that large expenditure was guarded with adequate precautions. 
He was a trustee. Suppose a commercial man bought an inven- 
tion for £100,000, and that he appointed a manager to administer 
it. Suppose that another patent was taken out for an invention 
which the Courts of law declared to be an infringement. Now, 
in allowing other people to use that patent, which was an infringe- 
ment of the one which had been purchased for £100,000, he would 
refer it to the hon. member whether a manager would not be 
faithless and not ‘properly careful of his trust if he did not see 
that the use of the second patent should only take place under 
conditions which would be adequate to properly safeguard the 
interests of the first one. That was exactly his position. He was 
nothing more than atrustee. His policy of granting licenses to all 
the towns in which telephone exchanges had been established 
went on until about two years ago. He was then met with 
another difficulty. He received numerous applications from 
other companies stating that if he did not extend the grant- 
ing of telephone licenses to other companies, in other towns, 
he would be constituting a private monopoly. They said it was 
very well for the Government to have a monopoly, because if the 
Government abused that monopoly, a motion could be brought 
forward in the House of Commons. They said they had the 


Government directly under their control, and if the monopoly 


was not properly used it would be the fault of the people if 
they submitted to its misuse. He had been pressed on all 
sides not to allow a private monopoly to grow up and be vested 
in a private company, which could not be controlled in the same 
way. He decided about two years ago that he would, to a certain 
extent, change the policy which had been already adopted, and that 
he would no longer confine the granting of telephone exchange 
licenses to those towns which happened to have an exchange at 
the time when the legal decision was given, but that he would 
grant telephone exchange licenses to all towns and toall applicants 
He had considered those conditions 
most carefully. He had considered the particular condition to 
which the hon. member had referred, and his sole object in insist- 
ing on that condition was that he thought it was of great importance 
that the department should have some larger control than they 
possessed at that time over the use of telephone instruments, in 
order not necessarily to interpose, but that it should have the 
power of interposing—not for the sake of making money, that was 
not the object—but if the interests of the public in telephonic 
communication should require such an interference. Thisnew plan 
had gone on for a couple of years. After it came into operation, 
a decision was given in reference to certain patents which 
were claimed to be possessed by another company. That company 
had obtained a licence, and he understood the decision was hostile 


_ to the company, although he believed the case had not been finally 


disposed of; but, in the meantime, the company had not been 
able to carry on business. He was free to confess, as he had 
stated to the hun. member in the afternoon, that it had been 
shown by experience that the new condition which he thought it 
had been necessary in the interests of the public to impose two 
years ago had checked the development of private telephonic en- 
terprise. He had not intended that this should be its effect: but 
having ascertained that this was its result, he had been consider- 
ing for some months—it was a question beset with difficulties and 
complications—whether he could modify the condition in such a 
way as to get over the difficulty, while at the same time the in- 
terests of the public were properly safeguarded. He could only 
say that he was willing to repeat that promise. . He did not wish 
unduly to extend the functions of the Post Office. He thought 
simply what the Post Office ought to do was to supply the defi- 
ciencies in private enterprise. But, with regard to this par- 
ticular case of telegraphs and telephones, he .wished to point out 
that the telegraph monopoly had been purchased at an enormous 
cost. He was bound to say that he would be guilty of faithless- 
ness in regard to the trust reposed in him if he did not properly, 
as far as he could, safeguard the telegraph revenue. In safe- 
guarding it he had been, and would continue to be, most scru- 
pulously careful not to throw one unnecessary impediment in the 
way of development of private enterprise. The subject had en- 
gaged more of his attention than any other. He hoped he might 
be able, without giving any pledge, soon to be in a position to 
announce that he could see his way to propose some modification 
of the particular stipulations in those new telephone licenses to 
which the hon. member for Carlow and the hon. member for 
Manchester objected. In these circumstances, he thought it 
would be well not to continue the discussion on the present occa- 
Sion. (Hear, hear.) : 

Mr. Gray thanked the right hon. gentleman for his courteous 
reply. He had stated that he was bound to protect the public 
revenue ; but he was amazed that no reference had been made by 
the right hon. gentleman to the deliberate expression of opinion 
by Parliament in 1878 on this subject. As far as Parliament was 
concerned, it expressed its desire that the department should not 
control the telephones. He hoped the right hon. gentleman would 
reconsider the extremely vexatious course which the department 
had'taken in reference to the companies in minor matters. It was 
also to be hoped than the right hon. gentleman would see his way 
to announce his decision within some reasonably short space of 
time. Although he was ready to accept the assurance of the 
right hon. gentleman, this fact had to be considered. The private 
telephone companies and the Post Office, being competitors for 


_applies the electric light to the purpose. 


the favour of the public, every day the right hon. gentleman de- 
layed his decision gave to his department a most unfair advan- 
tage. | 

‘Mr. Fawcett promised that, as far as he was concerned, there 
should be no unnecessary delay in coming to a decision. The 
particular point which, he said, had been for some time past 
engaging and still engaged his attention was the clause in the 
Telephone Exchange licenses which gave the Post Office a general 
user of the telephones. But what he had said on that point 
would not apply to the subject of trunk wires, because that ques- 
tion had, as he understood, been settled for the present at any 
rate. | ; | 

The motion was then withdrawn. 


NOTES. 


Electric Lighting—The Metropolitan Board of 
Works is advertising for tenders for the lighting by 
electricity of the Victoria Embankment and Waterloo 
Bridge during three years from the Ist of July next. 
The number of lamps to be lighted is 50, 40 being on 
the Embankment wall, extending from Westminster to 
Blackfriars, and 10 on Waterloo Bridge. The lamps 
are required to be lighted during six hours (beginning 
at sunset) on every day throughout the year. 


An application of the electric light has, we believe, 
been made at the works of Messrs. Morgan & Co., of 
Bridge Road, Battersea. Hitherto it has been the 
practice to examine the interior of newly-made plum- 
bago crucibles by the aid of a gas flame, in order to 
discover any flaws there may be in the material. Mr. 
Henry Thame (of Messrs. Thame & Co., Orbell Street, 
Battersea), the inventor of a new primary battery, 
An incan- 
descent lamp, fitted with a small reflector behind, takes 
the place of the gas jet with the advantage of clearness, 
coolness, and convenience. It can be inserted into the 
depths of the crucible, and the internal surface 
examined at leisure. Five of these lamps were to be 
installed, fed by the “chlorochrome” battery, as 
devised and arranged by the inventor. This battery 
is said to be remarkably durable in its action, and able 
to keep the lamps going consecutively for 48 hours, if 
need be, without recharging. | 


The Town Council of Hanley has it in contemplation 
to light the borough by electricity, and is in corre- 
spondence with the Hammond Electric Light and 
Power Supply Company, Limited, with reference to 
the project. 


Electric Lighting v. Gas.—A correspondent has sent 
us a cutting from the Manchester Guardian of the 
23rd inst., in which is a bold advertisement from a 
Leeds electric light contractor to the following effect : 
‘Crompton system, arc and incandescent, has been 
proved to cost not more than one third the price of gas, 
both for commercial and private purposes: cool, 
beautiful and healthy. Apply for estimates and 
references,” &c. 


Licenses for Telephone Exchanges.—In the House of 
Commons last week Mr. Fawcett, replying to Mr. Gray, 
stated that the number of applications for these licenses 
had been 77, and the number granted had been eight. 
As bearing on that subject he might state that the con- 
dition requiring each company receiving a license to 
undertake to sell instruments to him was solely to pro- 
tect the public, and was never intended to restrict the 
establishment of telephone exchanges. He had been 
considering whether, with due regard to the public 
interest, that condition could be modified, and as soon 
as he was in a position to announce the decision it 
would be made known. 


Telegraphy in Ceylon,—The erection of the telegraph 
line on the railway to Haiton, Ceylon, was, at the 
Cispatch of the mail, being pushed forward as rapidly 
as possible, so that there might be no delay in the 
cpening of the railway on the contract date, May 20th. 
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Cable Items.—The Spanish National Telegraph Com- 
vany has removed its headquarters from Teneriffe to 
“adiz, and has also, we understand, arranged for the 

ing of a cable from the Canaries to Puerto-Rico. 


Another Atlantic Cable—We hear that there are 
rumours of another Atlantic cable being laid between 
England and Canada. The cable would start from 


Thurso, in Scotland, touching at the Faroe Islands, Ice- 


land, the West Coast. of Greenland, and from there, 
running in a southerly direction, as far as the Bay of 
St. Lawrence, it will land in Gaspe Harbour. The 
total length of these cables would be some 3,150 N. 
miles; whilst the longest section would not exceed 
900 miles. It is believed that, on this account, the 
working capacity of the proposed cable will be about 
double that of any of the present cables. 


The Java-Sumatra Cable.—The cable between Anjer 
(Java) and Telok-Betong (Sumatra), which was des- 
troyed during the volcanic eruption of Krakatoa on 
the 27th August, last year, was replaced some time ago 
by a new cable, laid between Merak (Java) and 
Kalianda (Sumatra). The telegraph station at Anjer, 


. which was also destroyed during that earthquake, has | 


now been replaced by a station, erected a little more to 
the North, and close to Merak Point; whilst the new 
station at Kalianda is situated at the landing place of 
the cable on Sumatra, and is connected with Telok- 
Betong by means of a land line. 


Duplicating the Communication with Tonquin.— 
We read the following in La Lumière Electrique, of 
the 10th inst :—The 8.8. Sherard Osborne, belonging to 
the Eastern Extension Telegraph Company, has just 
finished the preparatory work to the laying of the cable 
between Haiphong (Tonquin) and Hong-Kong, which 
according to the contracts of the 29th November last 
with the French Government, will establish a second 
line of communication with Tonquin. The shore end 
cable has already been laid from the Peninsula of Do 
Son (Tonquin) as far as the deep water line; and the 
river cable to connect Haiphong has also been laid. 
At the Hong-Kong end, the cable has been laid from 
the landing place as far as the entrance to the Straits 
of Hainan, where soundings have been taken to deter- 
mine the course to be followed during the laying. To 
complete the communication, there still remains to be 
laid a length of two hundred and twenty miles of cable, 
which the Sherard Osborne will have to ship at 
Singapore. The cable will be direct, without touching 
at the Island of Hainan. It will be completed and 
open to the telegraph service in the beginning of June. 


- Western Brazilian Telegraph Company’s Cables.— 


. The s.s. Dacia, Captain W. A. Tindall, left the River 


Thames on the 21st inst., en route for Pernambuco, 
with a cargo of some 480 miles of telegraph cable, made 
at the Silvertown Telegraph Works for the Western 
and Brazilian Telegraph Company. Part of this cable, 
we hear, will be laid by the Dacia ; the rest being 
transferred to the s.s. Norseman and s.s. Viking, the 
repairing vessels of the Western Brazilian Company. 


The Mackay-Bennett Cable——A Times telegram from . 


Philadelphia, May 28th, states :— Thesteamer Faraday, 
having completed laying the shore section of the new 
Mackay-Bennett Atlantic cable between Dover Bay, 
Nova Scotia, and Rockport, Massachusetts, has gone to 
pick up the buoyed end of the deep-sea section 70 miles 
east of Dover Bay. She will then lay about 1,000 
miles towards Ireland all she has aboard, and then 
buoy the cable, afterwards sailing to Woolwich for 
another cargo of cable to complete the deep-sea section. 


The latter part of the cable is to be laid westward from 
Valentia.” 


Personal.—On Wednesday, according to the Daily 
News correspondent, the Academy of Sciences at 
Vienna named as honorary members Sir William 
Thomson and Prof. Edward Frankland. 


Royal Institution.—The following change has been 
made in the arrangements for the Friday evening 
meetings :—June 6, Mr. Willoughby Smith on “Ex- 
periments in connection with volta-electric and mag- 
neto-electric induction. 


Death of a Manufacturer of India Rubber.—Mr. 
John Hancock, who was one of thc first and most 
active manufacturers in the development of the India 
rubber industry, is dead. | | 


Silvering Incandescence Lamp Globes.—Mr. Armand 
Levy, of Goswell Road, writes to us—in reference to 
our “ Notes” of last week—to the effect that he silvered 
the first samples of Lane-Fox lamps, Mr. Lane-Fox 
having intended to use silver as a reflector. 


The Brighton Electric Railway.—Mr. Magnus Volk 
has forwarded to us the following particulars respect- 
ing his electric railway, which is about a mile in 
length, extending from the Aquarium to Kemp Town, 
and passing under the Chain Pier. This necessitates 
some heavy gradients, as may be seen by the follow- 
ing data :—1 in 100 for 230 yards, 1 in 45 for 100 
yards, 1 in 16 for 50 yards, L in 30 for 50 yards, 1 in 
150 for 200 yards. The remainder of the distance is 
practically level. The current is generated by a 
Siemens D? machine, driven by a Crossley 8 H.P. gas 
engine, consuming about 1,600 cubic feet per day of 11 
hours. The cars are driven by a Siemens D? motor 
(old form), and run at a speed of 8 miles per hour. 
They are fitted with an internal pulley, which revolves 
at the same speed as the axle on the level and all the 
gradients except the 1 in 16, when, by means of a 
clutch, the gearing comes into action, which trebles the 


power applied to the axle with a corresponding de- 


crease of speed. The brake power of the motor on the 
level is about 13 H.P. The financial results are also 
encouraging, as the following table of the last eight 
weeks’ work will show :— 


No. of passengers... 34,000 


Gross earnings . £27814 3 
Earnings per week, say... £3415 0 
Expenses as enumerated below 17 19 0 
£16 16 0 
WEEKLY EXPENsEs. | 
Conductor... 1 4 0 
Station clerk ... sn 1 4 0 
Labourer  … 018 
Engine driver, lad .. an rn 012 0 
Electrical and general management 310 0 
£9 19 0 
Rent of arch ... 010 0 
Repairs, say ... 100 
‘Cost of gas at 3s. 3d. per 1,000 … 110 0 
Depreciation and interest on £2,500 5 0 0 
£17 19 0 


The above result is with one car running about 82 
miles per day, say 500 miles weekly, and seating 30 
passengers ; two cars will shortly be running, a turn 
out being provided half way, and the expenses, owing 
to the second car being worked, will be but slightly 


increased, the earning capacity at the same time being 
doubled. 


Trial of an Electric Launch,—One of Clarke's 
patent electric launches was tried last week on the 
Forth and Clyde Canal. The launch is 25 feet long by 
4 feet 10 inches beam, and weighs complete, with 
batteries charged, about 71 cwt., being driven by à 
patent propeller 15 inches diameter. During the trial 
a speed of between five and six miles per hour was main- 
tained, while the motor worked noiselessly and without 
vibration, developing 2°6 H.-P. This boat is the first of 
a fleet being built to the order of a Munich Company, 
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who have obtained a monopoly from the Prussian 
Government for several of the neighbouring lakes, and 
the trial proved very satisfactory, showing that con- 
siderable improvement had been made in these 
launches since their introduction last year. 


Lightning Rods Required.—A disastrous thunder- 
storm visited Warrenpoint district on Wednesday week, 
destroying a portion of Kilowen Catholic Church, 
breaking the telegraph lines, and killing sheep. 


The City and Guilds of London Institute——Recently 


- we announced that Dr. Lodge, Professor of Physics at 


Liverpool, had been elected to the Chief Professorship of 
Physics at the Central Institution of the City and Guilds 
of London Institute, the building for which is just com- 
pleted at Kensington. We now learn that he has 
finally decided to remain at Liverpool, and that Prof. 
Ayrton, who was not previously a candidate, as he con- 
sidered his professional engagements would make it 
impossible for him to hold the post, has been induced, 
on reconsideration, to accept it, and consequently has 
been formally appointed to the professorship. Pro- 


fessor Ayrton is to be congratulated on thus starting - 
the Physical Department at the first Technical Univer- — 


sity established in England. 


South African Brush Electric Light and Power 


Company, Limited.—A petition to confirm a resolution . 


reducing the capital of this company from £100,000 to 


. £50,000, has been presented to Her Majesty’s High 
Court of Justice, and is now pending. The list of 


creditors is to be made out as for August oth. 


Crossed Wires.—The crossing of telegraph and tele- 
phone wires with the police and fire alarm wires in 
Philadelphia has led to a general order in that city 


_ requiring all the companies to remove their lines so as | 


to leave them at least 4 feet above those of the city’s 
own plant, on pain of having them cut. 


The Action of ‘Solenoids,—In our columns this week. 
we publish an article by Dr. Bottcher, in which he 


shows that that the biconical core of the solenoid of a 
well-known arc lamp has no advantage over the 
ordinary cylindrical shape. | 


Incandescence Lamps.—Mr. Henry F. Jcel, C.E. of 
Tower Chambers, Moorgate Street, writes to us, too late 
for our correspondence columns, as follows :—“ In 
Mr. Probert’s lecture on ‘Primary voltaic batteries,’ 
delivered before the Society of Arts, on the evening of 
May 28, the subject of incandescence electric lamps 
was introduced, and Mr. Preece, the chairman at the 
meeting, particularly praised the Woodhouse and 
Rawson lamps as being the first in which progress had 
been made in economy. I would point out that the in- 
candescence lamps made by the Pilsen Company, tests 
of which you published in the ELECTRICAL REVIEW 
for May 19 and June 9, 1883, then showed as good a 
result as that now claimed by Messrs. Woodhouse and 
Rawson. It is but fair to add that the very great merit 
of having reduced the power required for a 20 candle 
power incandescence lamp, viz., from about 80 watts to 
90 watts, was due to Mr. A. R. Margary, who, at the 
time the tests to which I refer were made, had charge 
of the manufacture of the incandescence lamps in the 
Pilsen Company’s factory at Kentish Town.” 


Companies’ Shares.—At the weekly sale of the Stock 
and Share Auction and Advance Company, Limited, on 
Thursday, Edison’s Indian and Colonial Electric Com- 
pany’s £5 shares (£2 10s. paid) sold at. 8s. 6d. each ; one 
share only of the Spanish National Submarine Telegraph 
Company was disposed of at £6 17s. 6d.; Electric News 
Telegraph Company’s shares fetched 25s.; Oriental 
Telephone Company’s, 5s. 6d.; and the Consolidated 
Telephone Construction and Maintenance Company’s, 4s. 


NEW COMPANIES REGISTERED. 


Brixton District Electric Light Supply Company, 
Limited,—Capital £20,000 in £5 shares. Objects :— 
To take over the electric lighting business carried on 
by Mr. Alexander Leslie Fyfe at the Fyfe Main Elec- 
tric Works, Brixton. Signatories (with one share each) 
—J. Edmund Yates, 114, Acre Lane, Brixton; J. E. 
Gill, 16, Penton Place, Kennington; J. L. Mills, Ley- 
tonstone; L. F. Bruerges, 19, Arme Road, South 
Hackney; G. J. Ottley, 45, Windsor Terrace, City 
Road; R. Bryce, Cleveland Road, Islington; J. J. 
Parry, 3, Holly Mount, Hampstead. Registered 28th 


inst. by Messrs. Want & Harston, 34, Clement’s Lane. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


Northern District Telephone Company, Limited.— 
The return of this company, made up to the 12th inst., 
was filed on the 19th inst. The nominal capital is 
£100,000 divided into 2,500 preference shares of £10 
each, 15,000 ordinary shares of £95 each, the latter 
of which are issued as fully paid. 1,088 preference 
shares have been issued, and the fall amount has been 
called thereon, the calls paid amounting to £10,563, 
leaving £317 unpaid. Since the last return’ was filed, 
251 preference shares have been issued, and the | 
paid-up capital has been increased by the sum of 
£3,951 48. 3d. Registered office, 13, Exchange Build- 
ings, Quayside, Newcastle-on-Tyne. 


Jarman Electrical Company, Limited.—An agree- 
ment, dated 22nd inst., was filed on the 23rd inst. 
authorising the allotment to Mr, Alfred James Jarman | 
of 900 fully-paid shares, as part of the sum of £6,000 
agreed to be paid to him for the purchase of the patents 
and other property taken over by the company. | 


Electrical Association, Limited.—The annual return 
of this company, made up to the 30th of August, 1883, 
was filed on the 20th inst. The nominal capital is 
£50,000 in 100 shares of £500 each. The whole of the 
shares have been allotted and £62 10s. per share has 
been called and paid, the calls paid amounting to — 
£6,250. As compared with the previous return, filed 
on the 29th August, 1882, this return shows a decrease 
of £3,750 in paid up capital, it being stated in the 
former that £125 per share had been called upon the 
100 shares, the calls paid amounting to £10,000 and 
unpaid to £2,500; the registered documents, however, 
do not supply any information explanatory of this 
decrease. Registered office, 1, Hatton Court, Thread- 
needle Street. 


Electric Portable Battery and Gas Igniting Com- 


pany, Limited.—The office of this company is now 
situate at Clegg’s Court, Chapel Street, Salford, 


Manchester. 


CITY NOTES, REPORTS, MEETINGS, &c. 


Consolidated Telephone Construction and Maintenance 
Company, Limited, 


Tue third general meeting of the company was held at Cannon 
Street Hotel, on Friday, at which a large number of shareholders 
was present, and at which Colonel Gouraud presided. 


_ The Secretary, Mr. Charles Curtoys, having read the notice 


convening the meeting, and the minutes of the previous meeting 
having been read and confirmed, 

The Chairman expressed his regret for the absence of Sir Julius 
Vogel, chairman of the company, who was subsequently stated to 
be in Australia. He then said the first thing that would strike the 
shareholders, after such reference as was necessary to the accounts 
of the company, was the statement in paragraph 4 of the report, 
that although the financial results were far from satisfactory, 
they were due to causes beyond the control of the board. He 
would, as briefly as possible, show them the two principal causes 
of those results. With reference to the Postmaster-General’s 
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contract, it perhaps required a little explanation beyond that 
given in the report. Those shareholders who were thoroughly 
acquainted with the position of the company with reference to its 
contracts, knew that the company stood in a peculiar position at 
the time of its formation. At that time the United Telephone 
Company was supposed, and rightly so, to be the owners of the 
master-patents controlling the use of the telephone, but the Post- 
master-General, with the view of protecting the interests of the 
Government under the Telegraph Act, acquired the right to 
use a large number of telephones made under the patents 
of the United Company, or a modification—one of an infinite 


_ variety that might be made—of those patents. It was thought 


by some persons to be independent of them, and no doubt the 
Postmaster-General thought so; but what the shareholders of 
this company had presented to them was, that the Postmaster- 
General had made a contract which, by its terms as to payment 


for the instruments and the number to be paid for, implied a very 


large business. On the other hand, this company at the same 
time acquired the exclusive right of manufacture from the United 
Telephone Company of all the instruments they might require. 
The effect of that combination was that it would appear, and 
rightly so, he thought, that this company stood in the position of 
being reasonably certain that it would have the business of manu- 
facturing the whole of the telephones used in this country or 
made for export, the latter provision being also contemplated in 
the arrangement with the United Telephone Company. The busi- 
ness was started, and it seemed impossible to meet the demand 
for telephones in the early operations of the company. They 
were pushed on the right hand and on the left, by the Postmaster- 
General and by the United Telephone Company, and very soon 
they found that their premises were altogether inadequate for the 
business required of them, so that they were speedily required to 
change to very much larger quarters. During the first period of 
the company’s existence, therefore, the manufacturing business 
was very large, so large that in the last report it was stated that 


the results were that the profits derived, altogether apart from the 


business of the Telephone Company, were sufficient to enable them 
to pay substantial dividends upon the capital of the company. 
There suddenly came a check in the business, and instead of being 
pressed to deliver beyond the capacity of a manufacturing com- 
pany so young and engaged in so new a pursuit, there were com- 
paratively no orders—scarcely any from the Post Office, and a 
little later none at all, whilst orders from the United Telephone 
Company were surprisingly small. That state of things continued 
for a long time; it was still continuing, unfortunately, and they 
naturally wanted to know why this was, how it was possible that 
this could be the case, for unless they could find a good reason for 
it, they would. not be satisfied. They must try and put the re- 
sponsibility on shoulders where it belonged, more particularly if 
it belonged to the management of the company. They saw a 
certain development in different parts of the country, and asked 
if this was in keeping with the development in other parts of the 
world. They found it was not so, and that it was wholly and sur- 
prisingly out of proportion. He had in his hands extracts from 
the records of the United Telephone Company, of which he was a 
director, and he would read them some of the figures. They 
found in the United Kingdom what at first sight seemed an im- 
posing number of exchange subscribers, 10,507, in a country with 
a population of over 40 millions, and certainly the most intelligent 
and enterprising people in the world. The private wires were 
about 2,000; there were 72 exchanges. The Post Office had 25 
exchanges opened in competition with the United company, and 
its subscribers numbered about 700. He would quote now from 
the last official publication, dated October of last year, to show 
whether the telephone in this country had developed relatively to 
its extension in America. Taking 94 exchanges in America, 


- located in commercial centres whose aggregate population was 


6,500,000, there were 35,360 subscribers, a ratio of one subscriber 
for every 188 persons. A rough calculation showed that in London 
alone, had the development been relative, they ought to have 
about 20,000 subscribers, whereas there were only about 4,000. 
This state of things was vital to this company, and they must 
look for the cause of it. He thought they had put their finger 
upon that cause. It was stated in the report that it was due 
chiefly to the restrictions imposed upon the development of the 
enterprise by the Government. Of course, he knew that the 
Postmaster-General was primarily responsible, so far as they were 
concerned, upon questions affecting the telephone companies, but 
he was very far from desiring to make hostile remarks, for he did 
not know how far he might be governed by his superiors. What 
they knew was, that the results of the operations of the law, as 
decided by the courts when the companies concluded to admit, 
from motives of policy rather than from conviction that it was right, 


that their enterprise was within the Postmaster-General’s mono- . 


poly, were that the companies were subject to the control of the 
Government, and that control had been exercised in one vital 
respect with a result that they saw in the figures before them, 
and that was the limit of the operations of the companies’ ex- 
changes to the narrow radius of five miles from the centres; 
nothing else could explain it. The same restrictions did not exist 
in any other country, except those who took the lead from Eng- 
land, namely, the British colonies, and notably India. It was not 


_ for him to say whether the views of the Post Office or of the com- 


panies were right or wrong, but that must be taken as the reason 
for the restricted development of this enterprise in this country ; 
no one could gainsay it, and he wanted no better authority for the 
statements he had made than the Postmaster-General’s own 
remarks made in the House of Commons the previous night. 


During the last two years negotiations had been going on almost 
daily for extending this business by connecting the towns toge. 
ther ; proposals had been made by the telephone companies, and 
counter proposals were brought forward by the Postmaster. 
General. The former, in spite of the arguments of the Post. 
master-General and all his officials had stood their ground; 
they would not accept licenses that were prohibitive, or that 
would involve large outlays of capital without a prospect of 
return. The result of their stand was, that Mr. Fawcett stated 
that he had at length concluded that his policy upon that point 
was wrong, and he would take an early opportunity of giving a 
decision upon it. Of equal importance was the question of the 
character of the licenses insisted on if any more were required, 
The granting of further licenses was dependent on an agreement 


to sell to the Postmaster-General any telephones which he might 


require, and the right to buy any or all telephones such as in his 
discretion he might think wise from the companies expecting 
those licenses; it was insisted, further, that he should have 
the right to lease or sell the telephones. This was a great 
encouragement to the infringement of patents, and if theirs 
and the United Company’s patents were infringed im that 
way, they would be in no better position than any ordi- 
nary manufacturer. No predictions were made in the report 
as to the future; they did not feel called upon to prophesy 
but they had determined to give the shareholders all the facts. 
But from what was foreshadowed in the Postmaster-General’s 
remarks it might be that a reconsideration would lead to a result 
so liberal in the interests of the public that it would give fair-play 
to the telephone, and if it did, as the United Company was bound 
in its contracts with this company to defend the patents, and it 
was doing so now with unprecedented success, having lost not a 


-. single action thus far, if, therefore, they had a free policy, as 


seemed to be indicated, this company must have a large business, 


_ and, if conducted properly, ought to make money. This company 


aid an enormous sum, a large per centage of £175,500 to do 
that which they were seeking to do; it was not unreasonable 
to say that £100,000 was paid for the Postmaster-General’s 
contract, which was apparently to take 20,000 telephones. 


. The other business of the company was the export of telephones ; 


they had a number of Gower-Bell telephones to dispose of, and it 
was their policy to further those interests as far as possible. But 
they had not a large working capital, having only a little over 


£50,000 left; the company undertook enterprises which they ex- © 


ected to relieve them, but they soon went into undertakings too 
large for the capital they had. They would remember that about a 
year ago, in order to meet this deficiency a further issue of capital 


‘ to the public was made, but a sufficient amount was not raised to 


support the enterprises taken. With regard to the Austrian 
business, at the last general meeting of the company, the chairman 
made certain statements with regard to the position at that time ; 
he stated that the financial embarassments of the company were 
relieved. They were relieved in so far as the capital coming from 
the new issue sufficed, but it was only a temporary relief, for the 
business it did in Austria was the same as in the United Kingdom. 
He (Col. Gouraud) was not on the board at that time, but he 
thoroughly knew the views of the directors with regard to the 


_ subject; it was thought that a little money might be expended in 


starting a business which could then be handed over to a separate 
company to be formed for the purpose. The times for getting 
capital, however, were not favourable, and the result was that the 
enterprise was still on the hands of the company. He went to 
Austria last summer and spent nearly six weeks there, with the 
result that he succeeded, by taking very strong grounds with the 
vendors in two things, in improving the position of the company; 
he actually limited what was before an unlimited liability. The 
liability at that time was of a character that might have ruined 
this eompany, and there was no way out of it except to takea 


* stand which he felt almost ashamed to take; but he did the best 


he could, and made the best bargain he could, limiting the liability 
so that they knew now where they were with respect to that. The 
embarassments in Austria were only because of the want of 
capital ; the business, he believed, was a very good one, being a 
practically exclusive concession. Perhaps the most important 
feature in the report was the item in connection with the River 
Plate Telephone Company. That was a business which the com- 
pany became committed to when he (Col. Gouraud) was not on its 
board ; but it was, in one sense, the most fortunate thing which 
this company had done. It committed itself to an enterprise on 
the River Plate of great promise, involving not a large amount 
of original outlay, and it was expected at the time of the com- 
mencement of the undertaking that the public would subscribe 
money with which to carry it on. This was not unnatural, as at 
that time a great deal of money was offering for electrical move- 
ments ; but unfortunately the company did not come out unt 

the latter part of the ebb-tide, and the money contributed was 
of small amount. But the business was so good that the 
Consolidated Company supported the new company ; subsequently 
an attempt was made to issue fresh capital, but this met with but 
small response. When the Postmaster-General and the United 
Telephone Company almost failed them, the River Plate Company 
practically kept their factory going. The business was almos 
unique, the number of telephones in use in the River Plate territory 
being higher in proportion to the population than in any other 
part of the world. The only other outside enterprise which the 
company took was that in Portugal. The Edison and Gower-Bell 
Company in Lisbon and Oporto was doing a paying business, the 
exchanges numbering several hundreds, whilst the king Wë% 
anxious to have Lisbon and Oporto connected ; a letter he had in 
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his hand stated that a trial in this matter had been made a few 
days previously. The board was now, by reason of the absence 
of the chairman and the retirement of one the directors, at its 
minimum, and it would be the duty of the shareholders to elect 
new directors.- Three names had been handed to him of gentlemen 
it was proposed to nominate, and, although he did not know either 
of those gentlemen, the number of shares they held, and therefore 
the extent of the interest they had in the company, was almost 
sufficient to qualify them for the board. The chairman then pro- 
ceeded to remark with respect to the settlement with the River Plate 
Telephone Company that the board had received a protest signed 
by several shareholders demurring to that settlement, pointing out 
that in their opinion the powers of the directors were not adequate, 
that they had not the power to do what they had done, and, there- 
fore, that the act was ultra vires. An extraordinary general 
meeting was called to be held at the conclusion of the general 
meeting to discuss that matter, and he would suggest that they 
passed the report subject to the carrying of the resolution that 
was to be proposed at the extraordinary meeting. 

The Chairman having moved the adoption of the report, 

Mr. Stoop moved as an amendment “ That a committee of share- 
holders be appointed to investigate and report upon the position 
and affairs of the company, with full power to call for and inspect 
all books, contracts, agreements, accounts, papers and documents, 
belonging to the company ; and that the consideration of the report 
of the directors be adjourned until after the receipt of the report of 
such committee ; and that Messrs. H. Grewing, A. Baker, C. L. W. 
Fitzgerald, J. Taylor, and G. B. Howden be, and they are hereby 
appointed the members of such committee, with power to add to 
their number, three to constitute a quorum.” He said several of 
the shareholders were thoroughly dissatisfied with the way in 
which the company had been managed. It was very important 


that it should be well managed, on account of the articles of 


association, which were such that he should have thought no 
honest man could have been found to establish a company under 
them. Having called attention to article 90, which held that no 
director, or intending director, should be disqualified by his office 
from contracting with the company, either as vendor or otherwise, 
he said all the articles were based on the same principles. 

Mr. Buckingham seconded the amendment, and said he hoped 
He thought it would be folly to 
attempt to depreciate their own property, and that was not the 
object of the amendment ; he thought, if properly handled, some- 
thing might yet be made of the company. He was not sanguine 
that the directors thoroughly understood the business on which 


“they were engaged, and before the infusion of new blood it was 


only fair that a committee of enquiry, offered in the most friendly 
way, should be appointed. He hoped no attempt would be made 
to refuse it, for if so he foresaw that something serious would 
occur. The first item that would be grappled with, he trusted, was 
the £137,500 for the contract with the Postmaster General paid to 
the combination representing that contract. For himself he 
thought if any of those to whom that was paid were in existence 
now, it was no other than right that they should refund at least 
£130,000 ; then there would be some chance of getting a fair 
dividend. 

The Chairman said the board would accept the proposition of 
the shareholders most cordially. He then asked to be allowed to 
explain his position with the company. He was an original 
director, and his name appeared on the prospectus as deputy- 
chairman; but almost immediately he was appointed by the 
President of the United States a member of a foreign mission, 
and as there was a prospect that that would keep him out of this 
country for some months, he resigned his position rather than 
be responsible for launching a new business whilst he was abroad. 
About twelve months ago he was greatly pressed to take a seat at 
the board, but he declined ; but upon being repeatedly urged he at 
length reluctantly consented, and since that time he had given 
an amount of time and care to the company that he could not be 
compensated for. When the chairman, Sir Julius Vogel, told him 
that he was going abroad again, he (Colonel Gouraud) said he 
felt that he really could not continue to be responsible for the 
management of the company as its chairman, and that he should 
offer his resignation. Sir Julius Vogel persuaded him to with- 
hold it until the general meeting, and, therefore, when the 
new directors were appointed or the committee of investigation, 
his resignation would be placed in their hands, subject to their 
having access to him at all times to aid them in the labours 
contemplated. 

The amendment was put as a resolution and carried unanimously. 

A Shareholder asked whether Sir Julius Vogel received his fees 
whilst he was abroad, | 

sq Secretary replied that he took a proportion at a reduced 
ra 


The Chairman moved the re-election of Sir Julius Vogel as a 
director, but this was negatived by a large majority. 


Mr. Fitzgerald proposed the re-election of Sir Alexander Arm- : 


strong. 


Mr. Stoop seconded, and the motion was carried unanimously. 

Mr. Stoop moved the election of Messrs. H. Grewing, C. L. W. 
Fitzgerald, and A. Baker as directors. 

The Chairman seconded, and the motion was agreed to. 

Mr. Hurst moved and Mr. Dowling seconded the reappoint- 
ment of Messrs. Deloitte, Dever, Griffiths & Co. as auditors. 

A Shareholder said he thought the accounts very misleading, 
and should oppose the re-election of the auditors. 
Eventually, an amendment deferring the motion was carried, 
ter which the meeting was adjourned, the extraordinary general 


meeting called to follow it being also adjourned. A vote of 
thanks was accorded the chairman, and the meeting terminated. 


The River Plate Telephone and Electric Light 
Company, Limited.—Respecting the meeting of this company 
convened for Thuesday afternoon, the following communication 
has been received :— 

“ The River Plate Telephone and Electric Light Company, 
Limited, 34, Wallbrook, E.C., May 28th. 


“ Sir,—I beg to inform you that the settlement of the account . 


with the Consolidated Telephone Construction and Maintenance 


Company, Limited, referred to in the report having been subse- 


quently found to require the confirmation of the shareholders of 
that company, and the meeting called for the purpose having been 
adjourned pending the report of a committee of the shareholders, 
it has been found desirable to postpone the meeting of this 
company fixed for the 29th inst. until after the decision of the 
Consolidated Company. The meeting called for the 29th inst. 
will, therefore, not be held, and a further notice will be issued 
calling a meeting at the earliest possible moment after the 
adjourned meeting of the Consolidated Company. 7 

“ Yours faithfully, R. Rodgers, Secretary.” . 


Removals.—The South-Eastern Brush Electric Light 
and Power Company, Limited and Reduced, the Provincial Brush 
Electric Light and Power Company, Limited and Reduced, and 
the Consolidated Electric Company, Limited, have removed their 
offices to 68a, Cow Cross Street, E.C. 


Stock Exchange,—Friday, May 30th, was appointed 
a special settling day in the vendors’ shares of the London and 
Globe Telephone and Maintenance Company, Limited. 


LATEST QUOTATIONS. | 


rised Share.| Name. Paid. Pme A Business 
Issue. May 29. Dons, 
ELECTRIC LIGHT, 
40,000 | 10 |Anglo-American Brush Co. ............ 4 af: 14| 12 
,000 5 |Australasian E, L., Power & Storage Co.! 3H 
24,900 10 |British Insulite Co., Ld., “A” Shares.. 
25,000 5 |Gt. Western Electric Light & Power Co.| 24] +- 3 
24,980 5 |Hammond Elec. Lt, & Power Enr. Co. 4- i 
000 | 5 |Indian & Ori. Electi. Storage Wks. Co.| 2} 
250,000 1 |Maxim-Weston Elec. Lt. & Power Co. . 1 4 2 
100,000 5 |Metrop. Brush Electric Lt. & Power Co. 
40, 5 |Pilsen-Joel & Gen. Elec. Lt. Co. ........ 23 
20, 5 |S. African Brush Elec. Lt. & Power Co.| 24 
100,000 5 |Swan United Electric Light Co., Ld..... - 3 
TELEGRAPHS. 
1,892,480/.) Stk. |Anglo-American, Limited .............. 100 | 313- 324 
2,553,760/.) Stk. | Do. Pref. ) Def. receiving no div. untill { 100 | 58 - 5 | 
2,553,7601.| Stk. | Do. Def. (6 p.c. paid to Pref....... -| (100 | 62- 72) 6% 
000 | 10 |Brazilian Submarine, Limited .......... 10 | 9§- 103] 945 
6,000 10 0. 10-per cent. Preference ..| 10 | 164- 174 
15,000 | 10 |Direct Spanish, Limited: ................ 9! 43- 5): 
6,000 | 10 | 0. 10 per cent. Preference ..| 10 | 143- 14% 
65,000 |! 20 |Direct United States Cable, LA., 1877 ..| 20 - 10 
100,0007.| 100 Do. 6percent. Deb., repayable 1884| 100 | 98 -102 
380,000 10 | 10%- 114 
70,000 10 | Do. 6 per cent. Preference...... ..... 10 | 13 - 154! 433° 
200,000. 100 Do. 5 do. Debs., repayable Aug.1887| 100 | 102-105 
200,0007.) 100 Do. 5 do, do. Aug.1899) 100 | 103-107 
500,000 | Stk. | Do. 4 do. Debenture Stock ........ 100 | 94 - 97 | 95 


« . D e Stoc 

un, 10 |Eastern Exten., Australasia & China, L.| 10 | 114-114 

pie «| 100 Do. 6p.c. Debs., repayable Feb. 1891} 100 |108- 111 
0002.) 100 1 

140,000 - 100 

100,000 À 100 


550,0007. a | Mort. Deb. Rg. redeemabie1 Jan. 1900 100 |193- 106 
mee 0. do. do. To Bearer..| 100 |103 -106 
20,050 10 |German Union Telegraph & Trust, Ld.| 10] 93- 10} 
0 | 64- 


1 64. 2 
250,000 | 40 0. 6 per cent. Preference ....| 10 | 12}- 123} 
100,0007.| 100 Do. 5 per cent. Debentures ..| 100 |102 -105 
0001, 100 Do. 5 per cent. Debentures ..| 100 102 -105 
81,200 10 |India-Rubber, Gutta-Percha, & Tel, Wks.| 10 | 22 - 28 | 233 
100,000 | 100 Do. 6 per cent. Debs., 1886 ....| 100 |100 -1038 
18,000 25 |Indo-European, Limited ................ 25 | 304- $14 
40,000 10 |London Platino-Brazilian, Limited ...,| 10!| 3}. 3} 
00,000 | 100 Do. 6 percent. Debentures ::| 100 | 99 -101 
12,000 | 10 [Mediterranean Extension, Limited ....| 10| 14- 1} 
3,200 10 0. 8per cent. Preference ....| 10! 2 - 4 
10,000 8| 8- 8} 
4,200 | Cert. |Submarine Cables Trust ....... ... .... 100 | 98 -101 
37,350 12 |Telegraph Construction and Mainten.| 12 | 83 - 34 | 33} 
150,000 | 100 Do. 6 per cent. Bonds, 1884 .,| 100 |107 -109 | 1074 
186,750 5 Do. 2nd Bonus Trust. Cert. ..} 24) 13- 12 
30,000 | 10 |West Coast of America, Limited ........ 10| 6}- 63 
150.0002.) 100 0. 8 per cent. Debs. ........ 100 |108 -110 
45,791 15 |Western and Brazilian, Limited .. .....| 15| 5i- 5 
24,119 74 Do. 74] 4ÿ- 43 
24,119 74 Do. g- 14 
200,0002.| 100 Do. 6 p. c.. Debs. “A” 1910 ..| 100 |102 -105 
250,0001.| 100 |Do. 6 p. c. Mort. Deb. B. ’80, red. Feb. 1910] _ 100 | 97. -100 
1,500 | $1,000 | Western Union 7 p. c. 1 Mort. ( Bg.) Bds.|$1,000)121 -125 
1,030,0002.| 1 Do. 6 per cent. Sterling Bonds} 1¢ -106 
88,391 10 [West India and Panama, Limited ...... 10 - 144.4 
34,563 | 10 Do. per cent. 1st Preference| 10 of 7 
4,669 | 10 Do o 2nd do. ..| 10] 4j- 5 
TELEPHONES. 
224,850 1 |Con. Tele. & Mainten., L., Nos. to 154,165 11 @° + 
225,000 1 |Oriental Tele. Co., Nos. 80,001 to 300,000 4; &- 8 
100,000 5 |United Telephone Co. .................. 5 | 818 
,000 5 Do. New, issued at £2 pm. .......... 2 
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PROCEEDINGS OF SOCIETIES. 


The Society of Telegraph-Engineers and Electricians. 


Te last ordinary general meeting for the season, of this society 
was held on Thursday, May 22nd, Professor W. G. Apams, F.R.S., 
President, in the chair. The minutes of the last ordinary general 
meeting having been read and confirmed, and the list of new and 
proposed new members announced, the President stated that the 
arrangements for a conference to be held at the Health Exhibi- 
tion at South Kensington had been practically completed. The 
subjects to be discussed were “ Electric lighting in relation to 
health,” by Mr. R. E. Crompton ; and “ The application of elec- 
tricity to medical purposes,” by Dr. Stone. The meeting would 
be held in the morning at 11 o’clock, on July 3rd, and in the after- 
noon at 2.30. Due notice will be given of the meeting, and the 
necessary tickets for admission would be forwarded. 

A paper was then read by Mr. W. H. Presce, F.R.S., on “ The 
Electrical Congresses of Paris.” The year 1881 marks an epoch 
in the history of electrical science, as in that year the French 
Government (to whom great credit was due) contributed the sum 


of 300,000 francs towards the holding of an. Electrical Exhibition 


and Congress in Paris. The practical object of this was to codify 
electrical science and to sound its depths. No less than 293 


_ electricians and scientific men met in Paris on this occasion; of 


these, 70 were French, 38 English, 32 Belgian, 15 German, and 
the remainder of various other nationalities ; scarcely any scientific 
luminary of standing was absent. There were present, amongst. 
others, Sir William Thomson, Helmholtz, Kirchoff, Rowland, 
Dumas, Lenz, and Dubois Raymond. A marked feature of this 
Congress, and of those subsequently held, was the wonderful 
organisation ; the latter being due to the skill and tact of M. 
Cochery. The congress was divided into three sections, which 
had severally under consideration :—1. “ The dimensions of the 
electrical units.” 2. “Questions relating to telegraphy and tele- 
phony, and the application of electricity to railway purposes.” 
3. “ Electric lighting, electro-physiology, lightning conductors, 
the transmission of power, clocks, metallurgy, &c.” The confer- 


ences lasted from September 15th to October 15th, and eight full — 


meetings were held. The first Congress afforded a great oppor- 
tunity for anyone to give his opinion on the subjects under 
consideration, and the first great result was the acceptance of the 
English absolute system of units based on the C.G.S. The 
second result was the statement of what should be the accepted 
dimensions of the “ Ampère,” the “ Farad,” the “ Coulomb,” and 
the “ Volt.” It was then decided that a second Congress should 
be held in Paris to settle the exact value of the Ohm, land to 
organise a system of earth current observations, and also to fix 
upon a standard of light. The number of persons present at the 
various conferences was too great to enable real sound work to be 
done, and what was actually of practical value was done at the 
subsequent Congresses. The second Congress was held in October, 


1882, there being 45 representatives present. England was repre- 


sented by Sir William Thomson. The subjects discussed were :— 
1. The units. 2. Atmospheric electricity and earth currents ; and 
3. The standard of light. Again no definite decisions were 
arrived at, although the subjects were thoroughly discussed. In 
the meantime, only one scientist (Lord Rayleigh) had devoted any 
attention to the determination of.the exact value of the ohm; and, 
although great confidence was felt in the accuracy of the results 
obtained, yet, seeing the importance of the subject, it was felt 
that it was desirable that another Congress should be held before 
an absolute decision was arrived at. This Congress was held in the 
present year, under the presidency of M. Cochery. The President 


- of the Republic received the delegates, and his speech made on 


this occasion will be printed in the Journal of. the society. 
England on this occasion was represented, amongst others, by Sir 
William Thomson, Professor Forbes, Professor Adams, Mr. E. 


Graves, Professor Fleeming-Jenkin, Professor Hughes, and Cap- 


tain Abney. The work was thoroughly well done, and the 
conclusions come to were just and reliable. With reference to the 
question of the units, the chief point was to determine the length 
of a column of mercury of one square millimetre section which 
should represent the ohm. To know the exact value of the latter 
is a most important point, otherwise it would be impossible to 
make measurements with exactness. The author then explained the 
relation of the units with reference to “energy,” and stated that 
nothing had established the doctrine of energy so much as the 
C.G.S. system of units. This system was suggested by Gauss and 
Weber in 1832. Joule also did subsequently a marvellous amount 
of work with reference to the question. The latter established a 
unit of current which approximated to the present unit. The 
Joule unit (proposed 40 years ago) being the current required to 
decompose a chemical equivalent in 1 hour, this was equal to 1'8 
ampères of current. Sir William Thomson had testified to the 
almost magical accuracy of Joule’s results. In 1861, in a very 
able paper, Sir Charles Bright and Mr. Latimer Clark proposed a 
system of units, and gave names to them, viz., the “ Ohmad,” 
“ Farad,” “ Weber,” and “ Volt.” These names were practically 
adopted by the Committee of the British Association, which had 
been formed at the instigation of Sir William Thomson. The 
labours of this committee are models of the way to carry out such 
work. In Germany, Dr. Werner Siemens had worked at the 
question of the units, and although the Paris Congress did not 
adopt the particular unit suggested by him, they adopted the use 
of a mercury column. The author then criticised the present 
English standards of length, and pointed out the existence of a 


misunderstanding which seemed to exist to some extent as to the 
“ metrical” being the same as the “decimal” system; the two 
had, of course, different meanings entirely. A general adoption 
of the metrical system could, he considered, be easily effected, as 
the only objection to it was a want of familiarity, which would 
soon disappear. At the present time workmen, from constant 
practice, are well acquainted with the dimensions of the electrical 
units, The author then explained the general principles on 
which the actual values of the units are arrived at. The 
mean of Lord Rayleigh’s results showed the ohm to be equal 
to a column of mercury one square millimetre in section 
and 10633 centimetres long. Mascart made the length to 
be 106:27. Several physicists, however, thought that the 
results were slightly too high, and in deference to these it 
was finally decided that the length should be 106 centi- 


metres, although this value does not represent the true ohm. The. 


resolution passed by the Congress was, therefore, “ that the legal 
ohm was the resistance of a column of mercury of one square 
millimetre section, and 106 centimetres long, at the temperature 
of melting ice.” It was also.agreed that the unit of current 
should be 10—! absolute units, and that the volt should be the 
electromotive force which would give one ampére of current 
through one ohm. The “Congress” ohm is actually 1:0114 of 
the old B,A. unit. This difference could be allowed for by alter- 


ing the temperature marked on the old resistance coils to a higher 


value. The suggestion that the watt should be adopted as a unit 
of power did not commend itself to the Congress, partly (said the 
author) because there is no “w” in the French language. The 
question of “ Atmospheric Electricity,” although discussed, did 
not result in any very definite conclusions, although it was recom 
mended that any results obtained should be forwarded to Berne 
to be digested, and then copies sent. round to all the States. The 
question of earth currents was also dealt with in a similar manner. 
Very little progress had been made in this subject, the only recent 
discovery which had been made being that the scintillations of 
the stars apparently coincided in time with the existence of earth 
currents. He would mention that a catalogue of all the works 
dealing with the question of earth currents had been compiled by 
Mr. Frost, the society’s librarian. The last subject discussed was 
that of a “ Standard of Light,” and the one which it was agreed 
to adopt was that of M. Violle,* namely, the light emitted by a 
square centimetre of melted platinum at the point of solidifica- 
tion. This standard, in the author’s opinion, was no standard at 
all, and he did not think it at all practical. Captain Abney, who had 
attended the Congress with especial reference to the subject, was 
unfortunately not prepared at the time to discuss the matter; both 
the author and he had been making experiments with the Tt 
of producing a standard from an incandescence lamp, which had 
the advantage that it could be expressed in watts. In conclusion, 
he would state that the Congress had proved that some points, at 
least, could be amicably settled, and it had resulted in great good 
through the friendships that were made. Much knowledge had 
been gained, and business had been greatly facilitated. Alto- 
gether the results of the Congress would leave a very distinct im- 
press on the sands of time. | 

In the discussion which followed the reading of the paper, 

Prof. Apams stated that there were eight determinations of the 
value of the ohm made in 1882 and 14 since, or 22 in all. Nineteen 
of these determinations agreed very closely, and in no cases were 
there greater differences than 1 per cent. He thought that the 
delay which had taken place in settling the question had been of 
great benefit, as it had’enabled such a large number of observa- 
tions to be made. There were actually six distinct methods of 
determining the value of the ohm; Joule’s result, made 20 years 
ago, gave the value as 106:23 centimetres of a column of mercury 
one square millimetre in section; this result was extraordinarily 
close to the recent determination of Lord Rayleigh, who made the 
length to be 106°24 centimetres. 

Sir Witttam Tomson said that although he did not con- 
sider the value 106 so close to the correct value of the 
ohm as 1062, yet inasmuch as there were considerable dif- 
ferences of opinion as to what was really the right value, 
he quite appreciated the difficulties of satisfying all, and con- 
sequently he readily acquiesced in the final decision of the 
Congress. He thought that in the course of a few years the 
value of the ohm would be determined with certainty to the 
fourth decimal place, but whatever change resulted from this 


would be of no great practical inconvenience. He did not agree ~ 


with Mr. Preece with reference to the standard of light. Violle’s 
standard was adopted because no other was suggested, and because 
the results of experiments proved that the standard was quite 
reliable. If Violle was able to reproduce the standard, there was 
no reason why anyone else should not do it also. It was true that 
an expense of £250 might be incurred in the necessary apparatus, 
but he doubted whether the incandescence lamp standard recom- 
mended by Mr. Preece would not be equally costly if all the ex- 
penses were considered. He denied the practicability of such à 
standard, seeing the extreme difficulty of measuring the thickness 
of the incandescent filament. He thought that a determination 
of the proportion between the intensity of the different colours 
at different temperatures in a filament might lead to some use 

results. The perfectness of the vacuum in a lamp makes a very 
great difference in the amount of light emitted, but no doubt 
great perfection in this respect is gradually being arrived at. 
Captain Abney’s standard required a knowledge of the exact area 
of the exposed filament, and the ratio between the two colours 


* ELECTRICAL Review, May 24th, page 432. 
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of light when different amounts of energy were pm à expended. 
In conclusion, he would again express his opinion that Violle’s 
standard was by no means an impracticable one, and being re- 
liable it could be at once adopted without waiting for future 
discoveries. 

The meeting then adjourned. 


Physical Soclety, May 24th. 
New Member: Mr. F. C. Phillips, Electric Engineer. 


Prof. W. G. Apams took the chair while the President, Dr. 
GUTHRIE, gave a brief summary of his recent researches on 
entectic alloys, that is, alloys of low fusing point. The complete 
research will be published in the society’s proceedings. 

Dr. GuTHRriz showed by means of tables and curves of results 
that mixtures of water and nitre, nitre and nitrates, &c., behaved 
in the same way as fusible alloys, such as alloys of lead and 
bismuth. On cooling down the alloy or mixture, the ingredient 
present in richer quantity crystallised out. There seemed to be 
no definite molecular proportions in these alloys. <A “ tetra- 


_entectic ” alloy of bismuth 47°38, tin 19°97, lead 19°36, cadmium 


13°29 per cent. was exhibited by the author which fused at 71°, or 
in boiling alcohol. Rose’s fusible metal melts at 93°. Results 
were given of the behaviour of mixtures of water and the aniline 
salts, salicylate, oxalate, &c.; also of water and tri-ethylamine 
and other members of the ammonia group. Dr. Guthrie’s 
observations tended to show that fusion and solution were of the 
same nature. He pointed out their bearing on mineralogy and 
geology, and inferred that water in igneous rocks was there from 
the first and not by infiltration, as some suppose. 

The President then took the chair, and : 

Dr. W. H. Srone exhibited a simple, cheap and portable galva- 
nometer for hospital use, made of a boxwood cylinder with coils 
wound round it, and a needle, with mirror, inserted into a test 
tube and pushed into the hollow of the cylinder. The needle is 
made dead beat by putting paraffin oil into the tube. He also 
exhibited a Kohlrausch metre bridge for alternating currents, 
a telephone playing the part of indicator. Dr. Stone employs it 
for measuring the resistance of the human body, which he finds 
to be less than 1,000 ohms. With high tension currents it 
appears lower than with low tension currents. Another metre 
bridge of the kind with a longer wire (three metres in this case as 
compared with 14 metres in the other), was also shown in connec- 
tion with a sledge induction coil by which the power of the 
current can be regulated to suit the patient. Dr. Stone stated 
that the body acts more like a solid than a liquid conductor. 

_ Mr. GLAZEBROOK said he had used a similar plan with a telephone 
to measure the resistance of electrolytes; but found the tele- 
phone too sensitive from induction, though in Dr. Stone’s work 
this objection might not apply. 

Prof. G. Forges stated that the telephone had been applied in 
a similar way to comparing capacities. 

With regard to the danger from currents Prof. Ayrton said the 
E.M.F. of the railway current at Bushmills was 250 volts, and 
pointed out that very intermittent currents were more dangerous 
than fairly continuous ones. 

Dr. Stone thought that with good skin contact (as with salt 
and water) this E.M.F. would be dangerous. 

Mr. Lecuy instanced the reported death of a horse at Bushmills 
by à shock. 

_A new speed indicator, especially for marine engines, was 
exhibited by Mr. W. T. GooLpex and Sir A. CAMPBELL, of Blyths- 
wood. Its action depended on the rolling of a disc on a cone, the 
disc traversing a screw driven by the engine-shaft. The disc 
forms the nut of the screw, and rotates in an opposite direction to 
the latter. Its position on the screw depends on the surface 
velocity of the cone, which is kept turning at a uniform rate by 
clockwork. In travelling, the disc makes a series of electric con- 
tacts which indicate its position on a set of dials detatched. 
Recording apparatus can be added. The apparatus was made by 
Mr. A. Hilger. 

Mr. W. Barty exhibited a similar device in which the cone was 
replaced by a circular plane or disc. He had invented this in- 
dependently, and it had the advantage of giving a zero position to 
the rolling disc, though the cone was the more compact arrange- 
ment. The idea of using a screw in this manner was suggested 
by Mr. Shaw, of Bristol, some three years ago. 


NEW PATENTS—1884. 


8044. Utilising telephone and telegraph systems for fire 
alarum purposes.” E. A, Paris, W.H. Scorr. Dated May 22. 


8063. “Arc regulator lamp apparatus.” R. E. B. Crompton, 
T. Crass. Dated May 22. 


8077. “Insulating compounds for electrical purposes.” A. 
Muirnzap. Dated May 22. 


8090. “ Method of electrically transmitting drawings, prints, 
Pictures, and the like, and apparatus therefor.” E. A. SCHAEFFER. 
Dated May 22. 


8096. “Means for fixing incandescent lamps in position.” H. 
Epuunps. Dated May 22. 


8115. ‘“ Carrying and insulating electric telegraph and tele- 
phone wires and electric light and power wires.” J.C. SELLARS. 
Dated May 23. 


8143. “Switch for electric light circuits.” 
Dated May 23. 


8169. “Incandescent electric light lamp holders.” C. G. and 
F. Dated May 26. 


8213. “ Porous cells for galvanic batteries.” 
(Communicated by G. Przibram.) Dated May 26. 


H. FARADAY. 


P. JENSEN. 


8224. “Electro telegraphic system particularly applicable for 


long cables.” S. Roos. Dated May 26. 
8241. “Telephones.” M. Koryra. Dated May 26. 


8243. Fittings and holders for incandescent lamps.” F. H. 
VARLEY, W. Braz, R. H. Papsury, J. R. SHEARER. Dated 
May 26. 

8273. ‘Portable galvanic batteries.” S.H. Emmens, United 
Patents Corporation. Dated May 27. | 


8275. “Electric wheel.’ S. H. Emmens, O. Marcu, United 
Patents Corporation. Dated May 27. Tree 


8283. “ Suspending the shades of incandescent electric lamps.” 
G. SPERRYN. Dated May 27. | 


8305. “ Apparatus for indicating the proper working of elec- 
trical annunciators.” J. K. D. MacKEeNz1E. Dated May 27. 


8307. ‘Contact devices for electric apparatus.” - W. KR. Lake. 
(Communicated by C. F. de Redon.) Dated May 27. 


| ABSTRACTS 
OF PUBLISHED SPECIFICATIONS, 1883. 


4612. ‘Electric accumulators.” G. F. REDFERN. A com- 
munication from D. Lontin, of Paris.) Dated Sept. 27. 
2d. This invention of improvements in electric accumulators 
is based on the decomposition of alkaline salts by means of an 
electric current, and in carrying out this invention the accumu- 
lator is formed of one or several sheets of amalgamated zinc 
opposed to sheets of lead. The whole is immersed in a solution of 
alkaline salt, through which is passed an electric current. The 
alkaline metal will deposit in the mercury of the amalgamated 
zinc, and its oxygen will be carried to the lead, and will form a 
peroxyde of lead. (Provisional only.) ( 


4638. ‘ Electro-motors.” O. Marcu and F. CHerswriaur. 
Dated September 28. 6d. On the main shaft of the machine the 
inventors fix one or more discs, around the peripheries of which 
they fix a number of electro-magnets parallel to the shaft, and 
instead of connecting these in series as is customary, where two or 
more magnets are used for motors, they connect the magnets of 
each disc in one or more multiple arcs, which may be readily 
varied by means of any suitable mechanical device, so as to allow 
of the internal resistance being altered to suit circumstances, and 
thereby diminish the resistance of the circuit to any desired 


extent. Each set of magnets is arranged to face a corresponding 


set on a fixed framework surrounding the shaft, and where two 
discs or more are used, they fix them on the shaft insuch a manner 
that the magnets of each disc shall always occupy a position, 
circumferentially interspaced with those of the other discs. 
Alternatively they interspace the magnets of the fixed frames 
instead of those of the discs. The inventors then arrange any 
suitable form of commutator to divert the current through each 
set of moving and fixed magnets in succession, at the points or 
periods of greatest efficiency. By this means they are able to 
continually utilise the current, without any dead points or cut 
outs, as is generally the case. The inventors provide a ready 
means of reversal by mounting the contact brushes on a pivotted 
co-radial frame, so that the brushes may be readily moved from 
oue section to another of the commutator. 


4683. “Electro-motors.” S. J. Coxeter and H. Neumer. 
Dated October 2. 6d...The inventors make the motor with an 
armature that has the shape of a short cylinder, with a large cir- 
cumference, in order to obtain better centrifugal force; and they 
also confine the magnetic field within a narrow space. 


4694. “Transmitting and receiving audible messagesor signals 
by electricity.” A. F. ST. Grorez. Dated October 2. 2d. 
Relates to telephones, or apparatus used for transmitting and 
receiving audible messages by means of electricity, and it has for 
its objects novel methods of constructing and arranging such 
apparatus so that it is very simple, cheap, and effective. (Pro- 
visional only.) | 

4726. ‘Cables for transmitting electric currents, &c.” F. C. 
Gu1mLLEaAuME. Dated October 4. 6d. The inventor first twists five 
insulated copper wires round a non-insulated sixth wire of cast 
steel of great tensile strength which serves both for earth-connec- 
tion and asstraining-wire. The 5 insulated wires may each be taped 
with tin-foil or any other suitable conducting material before being 
stranded, or the strand of 5 insulated wires may be taped with tin- 
foil or other suitable conducting material. He then twists 5 such 
tin-foil-taped strands round a core consisting of a strand of 
7 or any other suitable number of cast-steel wires of great tensile 
strength taped with tin-foil, or any other suitable conducting 
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material, and likewise serving both for earth connection and for 

straining purposes. The cable which is thus formed of 25 insulated 

wires is then taped with prepared insulating 2 pope streaked 
whic 


with lead or any other suitable material, over is provided a 


coat o 


pe | of asphalted or otherwise prepared tape or yarn with a 


white paint. 


1884. 


_ 4032. ‘ An improvement in a galvanic battery.” H. Farrrax. 
Dated February 27. 2d. This invention is an improvement on a 
former patent (2405, A.D. 1884). In substituting for caustic soda, 
or adding to the solution of caustic soda a solution of hyposulphite 
of soda, sulphurous acid, or some other analogous substance, in 
order to absorb the oxygen generated in the soda division of the 
battery ; and in substituting for sulphuric acid, or adding to the 
solution of sulphuric acid, nitric acid; or adding bichromate of 
potash to the sulphuric acid division of the battery in order 
to absorb the hydrogen generated in this division. 


4042, ‘Improved means for enabling electric arc lamps to be 
used advantageously in parallel circuit with one another or with 


incandescent lamps.” J.E.H.Gorpon. Dated February 27. 6d. 


‘ The ixventor interposes in each of the parallel branch circuits in 


whichanarc lamp is placed an inductive resistance coil, whose true 


resistance is small, and which will allow without much waste a 
considerable current to pass through it and through the lamp, but 


which has a large co-efficient of self-induction, so that if the resist- 


ance of the lamp be cut out, as when the carbons of the lamp touch 
or approach too close together, the amount of current which can 


_ then pass will rapidly reach a maximum of but moderate strength 


in excess of that previously required for the lamp. Such an 
inductive resistance coil can be formed of an insulated conductor 


_ which is of sufficient size not to in itself interpose much resistance 


to the passage of the current, and which is wound in adjacent 
coils around a core of soft iron. By making the core of sufficient 
size and a suitable shape, the resistance coil can be adjusted so as 
to allow of the amount of current required for the lamp being 
passed through it with but little loss, but so as not to allow of the 
passage of a much greater strength of current. 


4296. ‘Improvements in microphones.” A.J. Boutt. (Com- 
municated from abroad by K. S. Dembinski, of Brussels.) Dated 
March3. 4d. The object sought to be attained by this invention is 
to render the microphone constructed in accordance therewith 
extremely sensitive, and this to a higher degree than has hereto- 
fore been practicable. Moreover, when the apparatus has been 
once adjusted it is not liable to get out of order again; it is, 
moreover, so solidly constructed, that it will bear heavy shocks 
without injury. | 
4846. ‘ Improvements in and relating to insulating materials 
or compounds for electrical conductors. W. R. Lake. (Com- 
municated from abroad by Thomas Shaw Leigh, of America.) 
Dated March 4. 2d. According to the said invention, what the 
inventor terms metallic soap is first prepared, its preparation may 
be accomplished in various ways, the following being most suit- 
able: one pound of common brown soap is thoroughly dissolved 

two gallons of hot water. In another vessel, one and a quarter 
pounds of alum are thoroughly dissolved in two ere of hot 
water. The dissolved soap and alum are now mixed together, the 
result being a flocculent mass of metallic soap, which is afterwards 
removed from the water and dried by any suitable means, The 
metallic soap is dissolved in benzine, turpentine, or gasoline, one 
gi thereof being employed to one pound of the soap, and to 
he same is added one gallon of boiled linseed oil, all these ingre- 
dients being well stirred together. Half a gallon of copal varnish 


. or any other good varnish is also added and well stirred with the 


previous mixture of metallic soap and boiled linseed oil. The 
ae gr of the different ingredients may be varied as required. 

e solution is now anges for saturating cotton, silk, or other 
fibrous coverings for electrical wires, thus rendering the said 
coverings water-proof and electrically insulating the wires in a 


durable and inexpensive manner, the application being easily 
effected. 


4365. ‘Improvement in lead-armoured electric cables, and in 
mandrels for manufacturing the same.” R. S. Warine. Dated 
March 4. 6d. Relates to certain improvements in metal- 
covered cables, and in general terms it consists of a cable having 
its insulating conducting wires enclosed in separate tubular 
passages in à common body of metal, the wires being arranged in 
a novel manner or method, whereby flow of metal to form the 
inner walls of covering around the wires is facilitated, and the 
invention further consists of a cable having a body or covering of 
metal with the number of tubular passages therethrough within 
which the insulated wires are enclosed, such wires being arranged 
in pairs of rows, the two rows of a pair being in closer proximity 
than the adjacent rows of succeeding pairs, and also closer than 
the adjacent wires, in a single row. : 


4366. ‘ Improvement in lead-armoured electric cables, and in 
mandrels for manufacturing the same.” BR. 8. Warine. Dated 


March 4. 6d. Relates to certain improvements in compound- 
electric cables, and, in general terms, consists of a body of lead or 


other equivalent soft, ductile metal or alloy, such body having 
passages genes enclosing insulated conducting wires, the 
wires being arranged in a series of groups in circular order around 
a central group. e fig. shows one form of the cable. | 


4367. ‘Electric cables, and in mandrels for manufacturing the 
same.” R,S. Wartna. Dated March 4 Gd. Relates to certain 
improvements in compound electric cables, covered with a soft 


metal, and to the method of manufacturing the same. 


4368. ‘ An improvement in electric cables, and in mandrels for 
manufacturing the same. R.S. Warine. Dated March 4. 6d, 


‘Relates to certain improvements. in compound-electric cables 


designed more particularly for use in water, and in general terms 
it consists of a cable having a solid as distinguished from a tubular 
body of soft ductile metal or equivalent alloy, such body enclosing 
insulated conducting wires, and also a series of strengtheni 
wires each within its appropriate passage through the body, the 
conducting wires, being arranged in close proximity around the 
solid core of soft metal, and the strengthening wires being 
arranged in circular order around the conducting wires. The 
purpose of the present invention is to secure a cheap cable by 
employing a small quantity of lead, and so disposing the same as 
to utilise it to the best advantage. | 

4369. “Improvement in making branches or loops, and in 
repairing defects in lead-armoured electric cables.” RB. §, 
Warine. Dated March 4. 6d. Relates to certain improvements 


in making joints for branches or loops leading from a lead- 
covered, electric cable. 


4370, ‘ in mandrels and dies for manufacturi 
lead-armoured cables.” R. S. WaArtna. Dated March 4, 

pr to mandrels and dies for manufacturing lead-armoured 
cables. 


4871. “Improvement in mandrels for manufacturing lead: 
armoured electric cables. R, S. Warine. Dated March 4 64, 
Relates to mandrels for manufacturing lead-armoured electric 


cables. 


4685. ‘Mechanism for driving dynamo electric machines.” 
W.P. Thompson. (Communicated from abroad by J.:B. Wayne 
and J. R. Markle, of America.) Dated March 11. 4d. This in- 
vention aims to equalise the speed of the armature; and it consists 
in attaching to the crank shaft a friction pulley, which engages 
with a friction [pinion placed on the armature-shaft, or on & 
counter-shaft provided with a heavy belt-pulley, when more speed 
is required than can be obtained by direct connection with the 
armature shaft. | 


6029, in galvanometers.” J. Bryrx. .Dated 
March 18. 6d. Consists principally in employing an endless or 
circular solenoid as the medium by which an electric current is 
made to act on a small suspended magnet or needle for the pur- 


pose of obtaining an indication or measurement of the strength of 
the current as shown by the deflection or angular movement of - 


the magnet. 


CORRESPONDENCE. 


Telephone Patents. 
In answer to the question of Mr. F. Williams, con- 
tained in your last week’s issue, the view of the Courts 
upon the subject appears to be this, viz.—that when a 


patent is for a new combination of machinery, every 


part being old, the making of the separate parts in this 
country for exportation does not constitute an infringe- 
ment ; but that the case is different where the parts 
themselves are new, and claimed as such. (See Goucher 
v. Clayton in “Goodeve’s Abstract of Patent Cases,” 
p. 147.) To carry this to its legitimate conclusion, it 
would certainly seem that, assuming the parts of the 
telephones in question are not claimed per se, those 
parts could be made in this country separately and ex* 
ported. The observations of the learned Judge in the 
case to which I refer: are, however, only dicta, and 
scarcely amount to a decision, so that it would not be 
safe to risk too much upon them. In any event, I 
think there is a palpable difference between the manu- 
facture of the case and the manufacture of the other 
parts of the telephone. The case is merely a recep- 
tacle, and the instrument may be considered as coïti- 
plete without it, whereas it is the other parts which 
really constitute the instrument. 

It is scarcely necessary for me to add, that even 
assuming the whole of the parts of the telephone could 
be made without let or hindrance, the putting of these 
parts together here would constitute an infringement. 

T. J. Handford. 

42, Southampton Buildings, W.C., 

May 28th. 
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| PATERSON & COOPER, 
ELECTRIC LIGHT & POWER & TELEPHONE ENGINEERS, 


ST. PAUL'S WoRKS—76, LITTLE BRITAIN, LONDON, E.C., AND : 
EUROPEAN TELEGRAPH WorKs—POWNALL ROAD, DALSTON. 
Prize Medals, International Electrical Exhibitions, Paris, 1881, London, 1882, and Calcutta, 1888. 


MANUFACTURERS OF 


DYNAM MACHINES, ARC LAMPS, AND ALL ACCESSORIES FOR ELECTRIC LIGHT DSTALLATIONS. 
 PATERSON & COOPER’S ‘“ ” DYNAMO — 


d 


4.—120 
6.— 500 OÙ : » 
7.500 ry} 


No. 1.—16 20C.P, Lamps, or 2 Small Arcs, or 1 Large Are … 
2.—30 


a. 


STORAGE 


BATTERIES, 


| LIGENSEES OF THE CLARKE-BOWMAN ARO LAMP. 


COMMU TATOR AMMETER, 
NON-COMMUTATOR AMMETER. 
COMMUTATOR YOLTMETER. | 
NON-COMMUTATOR VOLTMETER.. 

SPRING VOLTMETER. SPRING AMMETER, 
WHEEL AND PINION VOLTMETER. 
WHEEL AND PINION AMMETER. 

‘ORM METER, POWER 


| AYRTON & PERRYS— 


TELEPHONES. 

TRANSMITTERS. 

EXCHANGE BOARDS. 

SWITCHES. 

BLOCK INSTRUMENTS. 

8. N. INSTRUMENTS. 

MAGNETO CALE BELLS. 

PATERSON’S ENGINE ROOM AMMETER., 
Prof. S: P, THOMPSON'S ELEOPEIC MOTOR. 
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“WALLACE DIAMOND” ELECTRIC UGHT CARBONS. 


LIGHT LEADS, GUTTA-PERCHA, INDIA-RUBBER COMPOUND BRAIDED 


PHILLIPS BROS.. 


 ELECTRICAL WIRE MANUF ACTURERS, 
LBA TELEGRAPH WORKS, WICK, 


LONDON, 


FORMERLY OF 


“MACINTOSH LANE, HOMERTON. 


ESTABLISHED 1870. 


SPECIAL WIRES FOR INCANDESCENT LAMPS | 


= SPECIAL WIRES FOR DYNAMO MACHINES 


SILVER 


WIRES FOR HIGH RESIS TANCES, FLEXIBLE 
“MULTIPLE, AERIAL, AND SUBTERRANEAN 
SPECIFICATION, 


corns, TELEPHONE | 
CABLE — 
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and 106 & 100: CANNON STREET, LONDON, E. c. 


TELEGRAPH ‘ENGINEERS | AND MANUFACTURERS | 


CABLES. Submarine, and ‘Aerial. 


WIRE. ~iIndia-Hubber and Gutta-Percha covered in ‘al ganges. | | 


INSTRUMENTS." Morse” Inkers, Single Needle, “Wheatstone’s “Alphabetical, “Block” Instruments, Belg 
| Resistance Coils, Sir W. Themson’s, and other Galyanometers, Condensers, Testing Instruments, &e, 


BATTERIES MANUFACTURERS GREAT BRITAIN, IRELAND, AND THE COLONIES OF THE. 
ELEBRATED IMCLANCHE BATTERY, which has received the most favourable repèrts from the Postal 
elegraph Authorities and other eminent Telegraph Engineers, and is now 1n general use by the Post Office ang 


English and Continental Railways... Asa Battery for all Telegraphic grag is 
other kinds of Batteries also manufactured. Ehonite Cells, Carbon FRS, & , 
INSULATORS.—Ebonite, Porcelain, Brownware, &e. 


or THs MOST IMPROVED FOR RAILWAY BLOCK SIGNALLING. 


SEMAPHORE REPEATERS, LIGHT.” INDIGATORS, AND WALKERS “ PASSENGER AND GUARD ” COMMUNICATOR: 


THLEGRAPH : STORES AND APPARATUS OF EVERT DESCRIPTION. 


THE. INDIA-RUBBER, GUTTA-PERCHA, AND TELEGRAPH WORKS COMPANY ( ets are 


Patentees and Manufacturers of a Complete System of Torpedoes for Harbour and Coast Defence 


AND OF THE 


SILVERTOWN PATENT FIRING BATTERY. 


a Constant Battery for Mining and Blasting Purposes. - 
“CONTRACTS ENTERED INTO for the SUPPLY, CONSTRUCTION, and MAREE of ‘TELEGRAPH LONE. 


 VULCANISED INDIA ‘RUBBER. 


VALVES, SHEET, BUFFERS, SPRINGS, WASHERS, WHEEL TYRES, CORD TUBING, AND DOOR AND CARRIAGE Nam 
INDIA RUBBER AND CANVAS SUCTION AND DELIVERT HOSE. 


ROUND, SQUARE, ‘and SHEET, 


INDIA “RUBBER and CAN STEAM PACKING — 


INDIA RUBBER MACHINE DRIVING. BANDS. 


"WATERPROOF GARMENTS AND FABRICS: 


Cotte, Hats, Helmets, Knee Wrap Diving Dreases Dresses, Sheeting tal, Water and Air 
Leggings, Hats, Pillows, Cushi Bottles Bathe, Life 3 


ubing, Belting, ‘Buckels, Boss for Flax Spinning, &c. 


4 


Works: SILVERTOWN, ESSEX, LONDON, E.; PERSAN- BEAUMONT, France J 
London Office—106, CANNON STREET, EC. 
Warehouse—100, CANNON STREET, E.C. 
| BRANCHES : 


| "Mon. - 


#1, Grainger Street, West. 
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